Report of 


Abrasion. 
vad and Paving Materials. 
Committee D-4, 403. 
mtative Method of Test for Abrasion of 
Coarse Aggregate by Use of the Los 
Angeles Machine, 803. 
mtative Specifications for Paving Brick, 
768. 

Absorption Test. 

Tentative Methods of Testing: 

and Sampling Concrete Masonry Units, 
787. 

Laminated Tubes Used in Electrical 
Insulation, 1009. 

Rubber Insulated Wire and Cable, 1127. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1046. 

Untreated Paper Used in Electrical Insu- 
lation, 1015. 

entative Specifications for: 

Asphalt Plank, 916. 

Concrete Irrigation Pipe, 796. 

Insulated Wire and Cable: Class AO, 
30 per cent Hevea Rubber Compound, 
1143. 

Accelerated Tests. 
e Abrasion; Aging Tests; Corrosion; 
Weathering. 

Acetone. 

Tentative Method of Test for Acetone 
Extraction of Phenolic Molded or Lam- 
inated Products, 994. 


Acid Heat Test. 
ttroleum Products and Lubricants. Re- 
port of Committee D-2, 385. 
entative Method of Test for Acid Heat 
of Gasoline, 862. 


Acidity. 
See Neutralization. 


SUBJECT INDEX 


VOLUME -38, PART 


Adhesion Test. 
Tentative Methods of Testing: 


Admiralty Metal. 


Atmospheric 


Tentative Specifications for Copper and 


Aggregates. 
Concrete and Concrete Aggregates. Report 


Films Deposited from Bituminous Emul- 
sions, 992. 

Flat Rubber Belting, 1105. 

Rubber Hose, 1114. 


Corrosion of Non-Ferrous 
Metals and Alloys. Report of Subcom- 
mittee VI, Committee B-3, 194. 


Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 702. 


of Committee C-9, 314. 

Factors Affecting the Testing of Concrete 
Aggregate Durability, by Charles E. 
Wuerpel. Report of Committee C-9, 
Appendix II, 327. Discussion, 350. 

Road and Paving Materials. Report of — 
Committee D-4, 403. 

Tentative Methods of Test for: 

Abrasion of Coarse Aggregate by Use of “ 

the Los Angeles Machine, 803. < 

Clay Lumps in Aggregates, 806. 
® 


A 


Sieve Analysis of Fine and Coarse Aggre- 
gates, 808. 
Soundness of Aggregates by Freezing and a ! 
Thawing, 811. 
Unit Weight of Aggregate, $17. 
Tentative Revision of Standard Method of 
Test for Structural Strength of Fine Ag- a 
gregate Using Constant Water-Cement- | 
Ratio Mortar, 1325. 
Tentative Specifications for Asphalt Mastic 
for Use in Waterproofing (Asphalt 4 
Cement, Mineral Filler, Mineral Aggre- 
gate), 973. 
Tentative Specifications for Sieves for Test- 
ing Purposes (Wire Cloth Sieves, Round- 
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Aggregates (Continued) 


and Square-Hole Screens and 
Sieves), 1289. 


Aging Test. 


Tentative Methods of Testing Rubber In- 
sulated Wire and Cable, 1127. 

Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 1015. 


Alkalinity. 


See Neutralization. 


Alloy Steel. 


See also Steel. 

Effect of Temperature on the Properties 
of Metals. Report of Joint Research 
Committee, 112. 

Iron-Chromium, Iron-Chromium - Nickel 
and Related Alloys. Report of Commit- 
tee A-10, 106. 

Magnetic Properties. Report of Commit- 
tee A-6, 100. 

Progress Report on Creep Tests of Tubular 
Members Subjected to Internal Pressure, 
prepared by F. H. Norton. Report of 

deine Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix I, 118. Discussion, 120. 

Report on Acceptability Tests for High 
Temperature Characteristics, prepared 
_ by A. E. White and C. L. Clark. Report 
of Joint Research Committee on Effect 
of Temperature on the Properties of 
Metals, Appendix IV, 142. Discussion, 
147. 

Tentative Grain Size Chart for Classifica- 
tion of Steels, 1296. 

Tentative Methods of Test for: 

Bend Testing for Ductility of Metals, 
1298. 

Long-Time (Creep) High-Temperature 
Tension Tests of Metallic Materials, 
1301. 

Measuring Interlamination Resistance of 
Steel, 631. 

Tentative Revisions of, 


Standard Specifications for Alloy-Steel 


Bolting Material for High-Tempera- 
ture Service, 1311. 
Standard Specifications for Alloy-Steel 
Castings for Valves, Flanges and Fit- 
tings for Service at Temperatures from 


to 1100 F., 1310. 
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Standard Specifications for Forged 6; 
Rolled Alloy-Steel Pipe Flange 
Forged Fittings, and Valves and Par 
for Service at Temperatures from 75 
to 1100 F., 1313. 

Tentative Specifications for: 

Carbon and Alloy-Steel Nuts for Bolt 
for High-Pressure and High-Tempera. 
ture Service to 1100 F., 560. 

Corrosion - Resisting Chromium - Nick 
Steels (Sheet, Strip, and Plate), 593, 

Normalized Quenched - and - Temper 
Alloy-Steel Forgings, 586. 

Seamless Alloy-Steel Pipe for Sery 
Temperatures from 750 to 1100 F., 565, 

Seamless Carbon-Molybdenum Alloy. 
Steel Boiler and Superheater Tubes, 
550. 

Seamless Carbon-Molybdenum Alloy 
Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 576. 


Alloys, Non-Ferrous. 


See also Aluminum; Brass; Bronze; Cop- 
per; Electrical Resistance and Heating 
Alloys; Magnesium; Zinc. 

Atmospheric Corrision of Non-Ferrous 
Metals and Alloys. Report of Subcom- 
mittee VI, Committee B-3, 194. 

Chemical Analysis of Metals. Report of 
Committee E-3, 508. 

Copper and Copper-Alloy Wires for Elec- 
trical Conductors. Report of Committee 
B-1, 181. 

Copper and Copper Alloys, Cast and 
Wrought. Report of Committee B-5, 
224. 

Corrosion of Non-Ferrous Metals and 
Alloys. Report of Committee B-3, 191. 

Die-Cast Metals and Alloys. Report of 
Committee B-6, 229. 

Electrical - Heating, Electrical - Resistance 
and Electric-Furnace Alloys. Report 
of Committee B-4, 214. 

Exposure Tests of Plating on the Non-Fer- 
rous Metals. Report of Joint Committee, 
250. 

Light Metals and Alloys, Cast and Wrought. 
Report of Conmimittee B-7, 232. 

Metallography. Report of Committee E-4, 
509. 

Non-Ferrous Metals and Alloys. Report 


of Committee B-2, 187. 
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Proposed Revisions in Standards for Light 
Metals and Alloys. Report of Commit- 
tee B-7, Appendix I, 235. 
ectrographic Analysis. Report of Com- 
mittee E-2, 506. 

Aluminum. 

Atmospheric Corrosion of Non-Ferrous 
Metals and Alloys. Report of Subcom- 
mittee VI, Committee B-3, 194. 
he Effect of Foundry Variables on the 
Mechanical Properties of Sand-Cast Ten- 
sion Test Specimens, by H. J. Rowe. 
Report of Committee B-7, Appendix II, 
242. 

‘atigue of Metals. 
Committee, 110. 
eld Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
84. 
ght Metals and Alloys, Cast and Wrought. 
Report of Committee B-7, 232. 
roposed Revisions in Standards for Light 
Metals and Alloys. Report of Commit- 
tee B-7, Appendix I, 235. 
entative Method of Test for Dielectric 
Strength of Anodized Aluminum, 652. 
entative Method of Test for Long-Time 
(Creep) High-Temperature Tension Tests 
of Metallic Materials, 1301. 
entative Revision of Standard Specifica- 
tions for Aluminum Bronze Castings, 
1319. 
entative Specifications for: 
Aluminum-Base Alloy Permanent Mold 

Castings, 636. 

Aluminum-Base Alloys in Ingot Form for 
Permanent Mold Castings, 633. 

Aluminum-Manganese Alloy Sheet and 


Report of the Research 


Plate, 646. 


Aluminum Sheet and Plate, 640. 


Aluminum Pigments. 


Tentative Methods of Sampling and ‘Test- 


ing Aluminum Powder and Aluminum 
Paste, 835. 
entative Specifications for Aluminum Pig- 
ment Paste for Paint, 22. 

Tentative Specifications for Aluminum 
Powder for Paints (Aluminum Bronze 
Powder), 821. 


Anodic Coatings. 
Tentative Method of Test for Dielectric 
Strength of Anodized Aluminum, 652. 


Analyses. 


Apparatus. 


Asbestos. 


Ash. 


Asphalt. 
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ing, Physical Methods of. 

(Methods of analyses, testing, etc., are also 
indexed under the materials and subjects 7 
covered by them.) 


See Chemical Methods of Analysis; Test- 7 7 


Annual Meeting. 


Annual Report of the Executive Commit- 
tee, 40. 

Organized Research. Annual Address by 
the President, Albert Easton White, 33. 

Summary of the Proceedings of the Forty- 
first Annual Meeting, 1. 

Twelfth Award of Charles B. Dudley Medal. 
Summary of the Proceedings of the Forty- 
first Annual Meeting, 10. 


Anti-Fouling Paints. 


Methods of Analysis of Paint Materials. 
Report of Subcommittee VIII, Commit- ; 
tee D-1, 378. 

Tentative Method of Routine Analysis of 
Dry Cuprous Oxide, 845. 


See Testing Apparatus. 


Arc-Resistance Test. 


Tentative Method of Test for Arc Resist- | 
ance of Solid Electrical Insulating Ma- 
terials, 998. 


Arsenical Copper. 


Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 702. 

Textile Materials. Report of Committee 

D-13, 455. 


Tentative Methods of: 

Chemical Analysis of Sulfonated (Sul- 
fated) Oils, 1238. 

Sampling Coals Classed According to 
Ash Content, 912. 

Test for Ash Content of Petroleum Oils, — 
865. 

Testing Untreated Paper Used in Elec- 
trical Insulation, 1015. 

Bituminous Waterproofing and Roofing 
Materials. Report of Committee D-8, 
417. 

Road and Paving Materials. 


Committee D-4, 403. 


Report of 
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Barium Pigments. 
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Tentative Methods of Testing Felted and 
Woven Fabrics Saturated with Bitumi- 
nous Substances for Use in Waterproofing 
and Roofing, 983. 

Tentative Revision of Standard Method of 
Test for Ductility of Bituminous Ma- 
terials, 1332. 

‘Tentative Specifications for: 

Asphalt Mastic for Use in Waterproofing 
(Asphalt Cement, Mineral Filler, Min- 
eral Aggregate), 973. 

Asphalt Plank, 916. 

Asphalt-Saturated Roofing Felt for Use 
in Waterproofing and in Constructing 
Built-Up Roofs, 978. 


Autoclave Test. 

Lime. Report of Committee C-7, 304. 

Outline of Cooperative Studies of Auto- 
clave Tests of Portland Cement. Report 
on Cooperative Autoclave Tests of Port- 
land Cement, Appendix A, Committee 
C-1, 295. 

Proposed Method of Test for Autoclave 
Expansion of Portland Cement. Report 
on Cooperative Autoclave Tests of Port- 
land Cement, Appendix B, Committee 
C-1, 297. 

Report on Cooperative Autoclave Tests of 
Portland Cement. Sponsored by Work- 
ing Committee, Committee C-1, on Vol- 
ume Change and Soundness, 280. 

Suggested Methods of Sampling and Test- 

Mortar for Unit Masonry. Published 
in ASTM Butuetin, No. 94, October, 

1938, p. 40. 


Axles. 
Tentative Specifications for Normalized 
Quenched - and - Tempered Alloy - Steel 
Forgings, 586. 


Tentative Specifications for Titanium Di- 
oxide Pigments, 829. 
Tentative Specifications for Zinc Sulfide 
Pigments, 833. 
Bars. 
Tentative Revision of Standard Specifica- 
tions for Staybolt Wrought Iron, Hollow 
Rolled, 1317. 


Tentative Revision of Standard Speci Block. 
tions for Staybolt Wrought Iron, § Tenta 
1316. ing 

Tentative Specifications for Magnes Tent: 
Base Alloy Bars, Rods, and Shapes, tio! 

Tentative Specifications for R Blk 
Wrought-Iron Shapes and Bars, 611 | 

Beading Test. Bl 

Tentative Methods for Testing Flat Rt Bl 

Belting, 1105. 
Bearing Metal. 

Tentative Specifications for Bronze ( 
ings for Turntables and Movable Br 
and for Bearing and Expansion Pla Boiler 
Fixed Bridges, 685. Boil 

Tentative Specifications for Rolled Co Je 
Alloy Bearing and Expansion Plats in 
Bridge and Other Structural Uses, 6 \' 

Belting. Res: 

Tentative Methods for Testing Flat R: : 
Belting, 1105. 

Tentative Methods of Sample Preparat ler 
for Physical Testing of Rubber Prov 
1099, 

Bend Testing. 

Tentative Method for Bend Testing of W 
(Wire for Radio Tubes and Incande 
Lamps), 719. 

Tentative Method of Bend ‘Testing for 
Ductility of Metals, 1298. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1143. 

Bituminous Coal. 
See Coal. 
Bituminous Concrete. 
Tentative Specifications for: 
Crushed Slag for Bituminous Concrete 
Base and Surface Courses, 924. 
Crushed Slag for Bituminous Macadam 
Base and Surface Courses, 930. 
Crushed Stone for Bituminous Concrete ~_ 
Base and Surface Coursés, 927. I 


Crushed Stone for Bituminous Macadam 


Base and Surface Courses, 933. 
Tar, 921. 


Bituminous Materials. 
See Asphalt; Petroleum Products; Timber 
Preservatives; Waterproofing. 
Blended Cements. 
Cement. Report of Committee C-1, 253. 
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Block. 
Tentative Methods of Sampling and Test- 
ing Concrete Masonry Units, 787. 
jtative Revisions of Standard Specifica- 
ons for: 
Block for Durax Granite Pavements, 
1331. 
Block for Granite Block Pavement, 1330. 
Jock for Recut Granite Block Pave- 
ments, 1330. 
ytative Specifications for Hollow Non- 
ad-Bearing Concrete Masonry Units, 


Boiler Feedwater. 
iler Feedwater Studies. Report of the 
Joint Research Committee. Published 
n ASTM Bcetietin, No. 93, August, 
938, p. 32. 

Research. Report of Committee E-9, 518. 


Boiler Materials. 
ntative Specifications for: 
‘arbon and Alloy-Steel Nuts for Bolts 
for High-Pressure and High-Tempera- 
ture Service to 1100 F., 560. 
Copper and Copper-Alloy Seamless Con- 
denser Tubes and Ferrule Stock, 702. 
Lap-Welded and Seamless Steel and Lap- 
Welded Iron Boiler Tubes, 531. 
Medium-Carbon Seamless Steel 
and Superheater Tubes, 543. 
Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 565. 
Carbon-Molybdenum Alloy- 
Steel Boiler and Superheater Tubes, 
550. 


Boiler 


Seamless 


Seamless Carbon-Molybdenum Alloy- 
Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 576. 

Seamless Steel Boiler Tubes for High- 
Pressure Service, 537. 


Bolting. 
ntative Revision of Standard Specifica- 
tions for Alloy-Steel Bolting Material for 
High-Temperature Service, 1311. 
entative Specifications for Carbon and Al- 
loy-Steel Nuts for Bolts for High-Pres- 
sure and High-Temperature Service to 
1100 F., 560. 


Bomb Test. 
See Aging Test. 


Fs 


Bond Test. 

Suggested Methods of Sampling and Test- 
ing Mortar for Unit Masonry. Published 
in ASTM Bu tvetin, No. 94, October, 
1938, p. 40. 

Braid. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1143. 

Brass. 

Atmospheric Corrosion of Non-Ferrous 
Metals and Alloys. Report of Subcom- 
mittee VI, Committee B-3, 194. 

Exposure Tests of Plating on the Non-Fer- 
rous Metals. Report of Joint Commit- 
tee, 250. 

Tentative Method of Test for Long-Time 
(Creep) High-Temperature Tension 
Tests of Metallic Materials, 1301. 

Tentative Specifications for Brass Sheet and 
Strip, 693. 

Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 702. 

Brazing. 

Tentative Specifications for Brazing Solder, 

707. 
Brick. 

Effect of Shape of Specimen on the Appar- 
ent Compressive Strength of Brick 
Masonry, by W. J. Krefeld. Report of 
Committee C-15, Appendix, 363. 

Manufactured Masonry Units. Report of — 
Committee C-15, 359. 

Refractories. Report of Comn. ttee C-8, 
310. 

Tentative Specifications for Paving Brick, 
768. 

Tentative Specifications 
Building Brick, 777. 

Bridge Bearings, Bronze. 

Tentative Specifications for Bronze Cast-_ 
ings for Turntables and Movable Bridges 
and for Bearing and Expansion Plates of 
Fixed Bridges, 685. 

Tentative Specifications for Rolled Copper- 
Alloy Bearing and Expansion Plates for — 
Bridge and Other Structural Uses, 689. 


for Sand-Lime 


Brittleness Test. 
Tentative Specifications for Asphalt Plank, 
916. 
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Broadcloth. 

Tentative Specifications for Single-Ply 

Bleached Cotton Broadcloth, 1157. 
Bronze. 

Atmospheric Corrosion of Non-Ferrous 
Metals and Alloys. Report of Subcom- 
mittee VI, Committee B-3, 194. 

Tentative Method of Test for Long-Time 
(Creep) High-Temperature Tension 
Tests of Metallic Materials, 1301. 

Tentative Revisions of Standard Specifica- 
tions for: 

_Aluminum-Bronze Castings, 1319. 

_ Manganese-Bronze Ingots for Sand Cast- 
ings, 1320. 

Manganese-Bronze Sand Castings, 1320. 

Tentative Specifications for: 

Bronze Castings for Turntables and 
Movable Bridges and for Bearing and 
Expansion Plates of Fixed Bridges, 
685. 

Copper and Copper-Alloy Seamless Con- 

_ denser Tubes and Ferrule Stock, 702. 

— Rolled Copper-Alloy Bearing and Ex- 
pansion Plates for Bridge and Other 
Structural Uses, 689. 

Building Brick. 
See Brick. 
Building Stone. 
Natural Building Stones and Slate. 
of Committee C-18, 370. 
Building Tile. 
See Tile. 
Burlap. 
Tentative Methods of Testing Felted and 
_ Woven Fabrics Saturated with Bitumi- 
ae Substances for Use in Waterproofing 
and Roofing, 983. 
Butyl Acetate. 
Tentative Revision of Standard Specifica- 

tions for Normal Butyl Acetate (88 to 92 

per cent Grade), 1326. 

Buty! Propionate. 
Tentative Revision of Standard Specifica- 
=< for Butyl Propionate (90 to 93 per 


Report 


cent Grade), 1326. 


Cc 
Cable. 

Copper and Copper-Alloy Wires for Elec- 
trical Conductors. Report of Committee 
B-1, 181. 
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Tentative Methods of Testing Ri Tenta 
Insulated Wire and Cable, 1127. tior 
Tentative Specifications for Bare Stra Fla 
Copper Cable, Hard, Medium-Ha: 
Soft, 677. Casting’ 
Tentative Specifications for Insulated Wir See A 
and Cable: Class AO, 30 per cent Hey Cas 
Rubber Compound, 1143. Cathode 
Cadmium Coatings. Tent 
Field Tests of Metallic Coatings. R Ca 
of Subcommittee VIII, Committee Cathod 
84, 
Prop 
Calcium Ion Test. Sle 
Tentative Method for Determination of t of 
Calcium Ion and Magnesium Io 
Industrial Waters, 1270. ome 
Tent 
Calcium Pigments. of 
Tentative Specifications for Reduced Par 
Red, 824. Cemen 
‘Tentative Specifications for Titanium D na 
Diamante N 
ide Pigments, 829. Cem 
Calibration, Methods of. Coo; 
Methods of Testing Thermometers, by E m 
Mueller and R. M. Wilhelm. Report at 
Committee E-1, Appendix, 493. H 
Tentative Specifications for Sieves for ' 
Testing Purposes (Wire Cloth Sieve 
Round-Hole and Square-Hole Screen A | 
and Sieves), 1289. Pp 
Carbon Residue. C 
Tentative Revision of Standard Method of G 
Test for Carbon Residue of Petroleum N 
Products (Conradson Carbon Residue), 
1331. 
Carbonate Ion Test. 
Tentative Method for Determination of sae 
Total Carbon Dioxide and Calculation ; 
of the Carbonate and Bicarbonate Ion: Ou 
in Industrial Waters, 1277. , 
Carpets. 
Tentative Methods of Testing Pile Floor 1 
Covering, 1188. ( 
Cast Iron. Pre 
Cast Iron. Report of Committee A-3, 76. ] 
Tentative Method of Test for Uniformity ‘ 
of Coating by the Copper Sulfate Dip 
Test (Preece Test) on Zinc-Coated (Hot- ( 
Galvanized) Steel Castings and Forgings, Pr 


Gray-Iron and Malleable-Iren Castings, 
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Tentative Revision of Standard Specifica- 
tions for Gray-Iron Castings for Valves, 
Flanges and Pipe Fittings, 1318. 


Castings. 
See Alloy Steel; Aluminum; Brass; Bronze; 
Cast Iron; Copper; Die Castings; Steel. 


Cathode Copper. 
Tentative Specifications for Electrolytic 
Cathode Copper, 683. 


Cathode Tubing. 
posed Method of Testing Cathode 
leeves and Cathode Tubing. Report 
f Committee B-4, Appendix, 220. 


Caustic Soda. 
Tentative Methods of Chemical Analysis 
of Special Detergents, 1258. 


Cement. 

Cement Reference Laboratory. Report of 
Subcommittee, Committee C-1, 301. 

Cement. Report of Committee C-1, 253. 

Cooperative Study of Methods of Deter- 
mining Free Lime in Portland Cement 
and Clinker, by W. C. Hanna, T. A. 
Hicks, and G. A. Saeger. Published in 
ASTM But etin, No. 94, October, 1938, 

47. 

A Discussion Incited by the Report on 
Pebble Mortars in the 1938 Report of 
Committee C-1 on Cement, by H. J. 
Gilkey. Published in ASTM BuLtetin, 
No, 94, October, 1938, p. 33. 

Methods of Chemical Analysis. Report 
of Working Committee, Committee C-1, 
259. 

Mortar. Report of Committee C-12. Pub- 
lished in ASTM Butietin, No. 93, 
August, 1938, p. 31. 

Outline of Cooperative Studies of Auto- 
clave Tests of Portland Cement. Report 
on Cooperative Autoclave Tests of Port- 
land Cement, Appendix A, Committee 
C-1, 295. 

Proposed Method of Test for Autoclave 
Expansion of Portland Cement. Report 
on Cooperative Autoclave Tests of Port- 
land Cement, Appendix B, Committee 
C-1, 297. 

Proposed Revisions in Standards for 
Cement. Report of Committee C-1, 
Appendix, 302. 
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Report on Cooperative Autoclave Tests of 
Portland Cement. Sponsored by Work- 
ing Committee, Committee C-1, on 
Volume Change and Soundness, 280. 

Report on Investigation of Pebble Mortars 
by Fourteen Laboratories. Sponsored 
by Working Committee, Committee C-1, 
on Plastic Mortar Tests, 267. Discus- 
sion, 279. 

Specifications for Plastering. Report of 
Sectional Committee, 372. 

Suggested Methods of Sampling and Test- 
ing Mortar for Unit Masonry. Published 
in ASTM Bu ttetin, No. 94, October, 
1938, p. 40. 

Tentative Methods of: 

Chemical Analysis of Portland Cement, 
738, 

Test for Fineness of Portland Cement by 
Means of the Turbidimeter, 746. 

Test for Yield of Concrete, 819. 

Tentative Specifications for Masonry 
Cement, 731. 

Tentative Specifications for Sieves for 
Testing Purposes (Wire Cloth Sieves, 
Round-Hole and Square-Hole Screens 
and Sieves), 1289. 

Centrifuge Test. 

Tentative Method of Test for Centrifuge 

Moisture Equivalent of Soils, 944, 
Cetane Number. 

Proposed Method of Test for Ignition 
Quality of Diesel Fuels. Report of 
Committee D-2, Appendix I, 392. 

C. F. R. Engine. 

Proposed Method of Test for Ignition 
Quality of Diesel Fuels. Report of 
Committee D-2, Appendix I, 392. 

Tentative Method of Test for Knock Char- 
acteristics of Motor Fuels, 871. 

Chain. 

Tentative Revision of Standard Specifica- 

tions for Iron and Steel Chain, 1315. 
Chemical Lime. 

See Lime. 

Chemical Methods of Analysis. 

(Methods of chemical analysis of the 
ferrous and non-ferrous metals and 
alloys are issued collectively in a separate 
Society publication ‘“A.S.T.M. Methods 
of Chemical Analyses of Metals, 1936.”) 
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Chemical Methods of Analysis (Continued): 

Chemical Analysis of Metals. Report of 
Committee E-3, 508. 

Cooperative Study of Methods of Deter- 
mining Free Lime in Portland Cement 

Mh Clinker, by W. C. Hanna, T. A. 


Hicks, and G. A. Saeger. Published in 
ASTM Butvetin, No. 94, October, 1938, 
p. 47. 

Methods, of Analysis of Paint Matrials. 
Report of Subcommittee VIII, Commit- 
tee D-1, 378. 

Methods of Chemical Analysis of Portland 
Cement. Report of Working Commit- 
tee, Committee C-1, 259. 


Proposed Method for Determination of 
Available Lime by High-Calcium Quick- 

| lime and Hydrated Lime by the Rapid 
Sugar Test. Report of Committee C-7, 
Appendix III, 309. 

Report on Cooperative Autoclave Tests of 
Portland Cement. Sponsored by Work- 
ing Committee, Committee C-1, on 
Volume Change and Soundness, 280. 

Spectrographic Analysis. Report of Com- 

mittee E-2, 506. 
‘Tentative Method for Determination of: 
Calcium Ion and Magnesium Ion in 
Industrial Waters, 1270. 

_ Chloride Ion in Industrial Waters, 1274. 

Hydroxide Ion in Industrial Waters, 
1281. 

‘Sulfate Ion in Industrial Waters, 1287. 

Total Carbon Dioxide and Calculation 
of the Carbonate and Bicarbonate Ions 
in Industrial Waters, 1277. 

_ Total Orthophosphate and Calculation of 
the Respective Orthophosphate Ions 
in Industrial Waters, 1283. 

Tentative Methods of Chemical Analysis 

of: 

| and Sampling of Aluminum Powder and 

Aluminum Paste, 835. 
and Sampling of Soaps and Soap Prod- 
ucts, 1212. 

_ Dry Cuprous Oxide, 845. 

Portland Cement, 738. 

Special Detergents, 1258. 

Sulfonated (Sulfated) Oils, 1238. 

Wool Felt, 1183. 

Zinc Yellow Pigment (Zinc Chromate 

Yellow), 839. 

— 


INDEX, Part I 


Tentative Revision of Standard Met 
of Chemical Analysis of Rubber Prod 
1332. 

Chloride Ion Test. 

Tentative Method for Determination of 

Chloride Ion in Industrial Waters, 127 
Chromium. 

Exposure Tests of Plating on the 
Ferrous Metals. Report of Joint | 
mittee, 250. 

Chromium-Nickel Alloys. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research ( 
mittee, 112. 

Electrical - Heating, Electrical - Resis 
and Electric-Furnace Alloys. Repor 
Committee B-4, 214. 

Iron - Chromium, Iron - Chromium - Nick 
and Related Alloys. Report of C 
mittee A-10, 106. 

Tentative Specifications for Corrosion-] 
sisting Chromium-Nickel Steels (‘ 
Strip, and Plate), 593. 

Chromium Pigments. 

Tentative Methods of Routine Analysi 
Zinc Yellow Pigment (Zinc Chromat 
Yellow), 839. 

Chromium Steel. 

See Alloy Steel; Chromium-Nickel Alloys; 

Corrosion-Resisting Alloys. 
Cinder Concrete Block. 

Tentative Specifications for Hollow Non- 
Load-Bearing Concrete Masonry Units, 
783. 

Clay Hollow Tile. 

See Tile. 

Clay Lumps. 

Tentative Method of Test for Clay Lumps 
in Aggregates, 806. 

Clay Pipe. 

Tentative Revision of Standard Specifica- 

tions for Clay Sewer Pipe, 1321. 
Cloud Point. 

Tentative Revision of Standard Methoc 

of Test for Cloud and Pour Points, 1331. 
Coal. 

Classification of Coals. 
tional Committee, 412. 

Coal and Coke. Report of Committee D-5, 

408. 
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tative Definitions for Varieties of Bitu- 
ninous and Subbituminous Coals, 915. 
jtative Method of Sampling Coals 
‘lassed According to Ash Content, 912. 
itative Revision of Standard Methods 
f Laboratory Sampling and Analysis of 
Coal and Coke, 1339. 

itative Revision of Standard Method 
f Sampling Coal, 1342. 

ntative Specifications for Sieves for Test- 
ng Purposes (Wire Cloth Sieves, Round- 
Jole and Square-Hole Screens 
Sieves), 1289. 


Coal Tar. 
See Pitch. 


and 


ntative Method of Mechanical Analysis 
of Soils, 953. 
ntative Methods of Sampling and Test- 
ng Aluminum Powder and 
Paste, 835, 
Coke. 
Coal and Coke. 
408. 
ntative Revision of Standard Methods of 
Laboratory Sampling and 
Coal and Coke, 1339. 
fentative Specifications for Sieves for Test- 
ing Purposes (Wire Cloth Sieves, Round- 
Hole and Square-Hole Screens and 
Sieves), 1289. 


Aluminum 


Report of Committee D-5, 


Analysis of 


Color. 
Tentative Revision of Standard Methods 
of Testing Electrical 
1337. 


Compression Testing. 


Insulating Oils, 


Effect of Shape of Spec imen on the Appar- 


ent Compressive Strength of Brick 
Masonry, by W. J. Krefeld. Report of 
Committee C-15, Appendix, 363. 

Report on Investigation of Pebble Mortars 
by Fourteen Laboratories. Sponsored 
by Working Committee, Committee C-1, 
on Plastic Mortar Tests, 267. 
sion, 279. 


Discus- 


tress-Strain Characteristics of Mortars 
and Concretes, by H. J. Gilkey and Glenn 
Murphy. Report of Committee C-9, 
Appendix I, 318. Discussion, 326. 
Suggested Methods of Sampling and Test- 
ing Mortar for Unit Masonry. Published 


in ASTM Buttetin, No. 

1938, p. 40. 

Tentative Methods of: 

Sampling and Testing Concrete Masonry 
Units, 787. 

Testing Laminated Tubes Used in Elec- 
trical Insulation, 1009. 

Testing Sheet and Plate Materials Used 
in Electrical Insulation, 1046. 

Tentative Specifications for: 

Bronze Castings for Turntables and Mov- 
able Bridges and for Bearing and 
Expansion Plates of Fixed Bridges, 685. 

Concrete Irrigation Pipe, 796. 

Masonry Cement, 731. 


94, October, 


Concrete. 

Concrete and Concrete Aggregates. 
of Committee C-9, 314. 

Concrete Pipe. 
C-13, 355. 

Factors Affecting the Testing of Concrete 
Aggregate Durability, by Charles E. 
Wuerpel. Report of Committee C-9 
Appendix IT, 327. Discussion, 350. 

Manufactured Masonry Units. Report of 
Committee C-15, 359. 

Report on Investigation of Pebble Mortars 
by Fourteen Laboratories. Sponsored 
by Working Committee, Committee C-1, 
on Plastic Mortar Tests, 267. 
sion, 279. 

Stress-Strain Characteristics of Mortars 
and Concretes, by H. J. Gilkey and Glenn 
Murphy. Report of Committee C-9, 
Appendix I, 318. Discussion, 326. 

Tentative Methods of: 

Sampling and Testing Concrete Masonry 
Units, 787. 

Test for Soundness of Aggregates by | 
Freezing and Thawing, 811. 

Test for Yield of Concrete, 819. 

Tentative Specifications for: 

Concrete Irrigation Pipe, 796. 

Concrete Masonry Units for Use in Con-— 
struction of Catch Basins and Man- 
holes, 785. 

Hollow Non-Load-Bearing Concrete Ma- 
sonry Units, 783. 


Report 


Report of Committee 


Discus- 


Concrete Reinforcement. 

Tentative Revision of Standard ‘Specific a- 

tions for Axle-Steel Concrete Reinforce- 
ment Bars, 1310. 


7 
- 
| 
1353 
ethod 
duct 
1274 
( 
a 
ties of 
Nickel 
Com. 
m-Re- 
Sheet 
pmate an 
Joys; 
Non- 
Units, 
jumps 
| 
cifica 
2 
| 
ethod } 
1331. 
Sec- 
| 


1354 SuBJEcT INDEX, I 


Concrete Reinforcement (Continued): 
Tentative Revision of Standard Specifica- 
tions for Billet-Steel Concrete Reinforce- 
ment Bars, 1310. 


Condenser Paper. 
Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 1015. 


Condenser Tubes. 
Tentative Specifications for Copper and 
_ Copper-Alloy Seamless Condenser Tubes 
4 and Ferrule Stock, 702. 


Conditioning. 
Methods of Testing. Report of Committee 
E-1, 481. 


Conducting Paths. 

Tentative Methods of Testing Untreated 

Paper Used in Electrical Insulation, 1015. 
Consistency. 

See also Viscosity. 

Suggested Methods of Sampling and Test- 
ing Mortar for Unit Masonry. Pub- 
lished in ASTM Bvutuietin, No. 94, 
October, 1938, p. 40. 

Tentative Methods of Physical Test for 
Limestone, Quicklime and Hydrated 
Lime, 762. 

Tentative Method of Test for Consistency 
of Lubricating Greases and Petrolatum, 
866. 


Copper. 

See also Brass; Bronze. 

Atmospheric Corrosion of Non-Ferrous 
Metals and Alloys. Report of Subcom- 
mittee VI, Committee B-3, 194. 

Copper and Copper Alloys, Cast and 
Wrought. Report of Committee B-5, 
224. 

Exposure Tests of Plating on the Non- 
Ferrous Metals. Report of Joint Com- 
mittee, 250. 

Tentative Method of Test for Long-Time 
(Creep) High-Temperature Tension Tests 
of Metallic Materials, 1301. 

Tentative Specifications for: 
Brazing Solder, 707. 
Copper and Copper-Alloy Seamless Con- 

denser Tubes and Ferrule Stock, 702. 
Electrolytic Cathode Copper, 683. 

Hard-Drawn Copper Alloy Wires for 

Electrical Conductors, 672. 


Insulated Wire and Cable: Clas 
30 per cent Hevea Rubber Comy 
1143, 

Phosphor Copper, 711. 

Rolled Copper-Alloy Bearing and Expar 
sion Plates for Bridge and 
Structural Uses, 689. 

Silicon Copper, 713. 


Copper-Bearing Steel. 
Corrosion of Iron and Steel. Report 
Committee A-5, 79. 
Tentative Specifications for Zinc-Coat 
(Galvanized) Iron or Steel Sheets, 602 


_ Copper Wire. 

Copper and Copper-Alloy Wires for Ele. 
trical Conductors. Report of Commit 
tee B-1, 181. 

Tentative Methods of Testing Rubber 
Insulated Wire and Cable, 1127. 

Tentative Specifications for Bare Strar 
Copper Cable, Hard, Medium-Hard or 
Soft, 677. 

Tentative Specifications for Hard-Draw: 

‘ Copper Alloy Wires for Electrical Cor 
ductors, 672. 


Corrosion. 
See also Weathering. 
Atmospheric Corrosion of Non-Ferrou 


Metals and Alloys. Report of Subcom: 
mittee VI, Committee B-3, 194. 

Corrosion of Iron and Steel. Report ¢ 
Committee A-5, 79. 

Corrosion of Non-Ferrous Metals ani 
Alloys. Report of Committee B-3, 19). 

Exposure Tests of Plating on the No»- 
Ferrous Metals. Report of Joint Con- 
mittee, 250. 

Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
84, 

Iron - Chromium, Iron - Chromium - Nicke 
and Related Alloys. Report of Com 
mittee A-10, 106. 

Research. Report of Committee E-9, 515. 


Corrosion-Resisting Alloys. 
Tentative Grain Size Chart for Classifica 
tion of Steels, 1296. 
Tentative Specifications for Corrosion 
Resisting Chromium- Nickel Steels (Sheet, 


Strip, and Plate), 593. 
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nti ative Specifications for Seamless Alloy- 
Steep Pipe for Service at Temperatures 
from 750 to 1100 F., 565. 


Cotton and Cotton Products. 

Tentative Definitions and Terms Relating 

to Textile Materials, 1193. 

mtative Methods of: 

Test for Fastness of Colored 
Fabrics to Light, 1163. 

Testing and Tolerances for Yarns Spun 
from Wool Mixed with Fibers Other 
than Wool, 1176. 

Testing Felted and Woven Fabrics 
Saturated with Bituminous Substances 
for Use in Waterproofing and Roofing, 
983. 

entative Revisions of: 

Standard General Methods of Testing 
and Tolerances for Cotton Yarns and 
Threads, 1333. 

Standard Methods of Testing and Toler- 
ances for Cotton Sewing Threads, 1334. 

Standard Specifications and Methods of 
Test for Cotton Goods for Rubber and 
Pyroxylin Coating, 1334. 

entative Specifications for: 

Bleached Wide Cotton Sheeting, 1159. 

Insulated Wire and Cable: Class AO, 
30 per cent Hevea Rubber Compound, 
1143. 

Single-Ply Bleached Cotton Broadcloth, 
1157. 

Terry (Turkish) Toweling, 1161. 

Woven Cotton Fabrics Saturated with 
Bituminous Substances for Use in 
Waterproofing, 980. 

lextile Materials. Report of Committee 
D-13, 455. 


Textile 


Creep Tests. 
See also Temperature, Effect of. 
Effect of Temperature on the Properties of 


Metals. Report of Joint Research Com- 
mittee, 112. 
Progress Report on Creep Tests of Tubular 
Members Subjected to Internal Pressure, 
prepared by F. H. Norton. Report of 
Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix I, 118. Discussion, 120. 
Progress Report on Study of Effects of 
Manufacturing Variables on the Creep 
Resistance of Steels, prepared by Howard 


C. Cross and J. G. Lowther. Report of 
Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix V, 149. Discussion, 171. 

Report Covering Creep Tests on 0.35 per 
cent Carbon Steel (K20) at 850 F. Under 
a Stress of 750 lb. per sq. in., prepared 
by C. L. Clark. Report of Joint Re- 
search Committee on Effect of Tempera- * 
ture on the Properties of Metals, Appen- 
dix III, 130. Discussion, 140, 

Report Covering Information on Steels for 
Tubular Creep Tests and Other Test 
Work of the Joint Committee, prepared 

y H. J. Kerr, J. B. Romer, and H. D. 
Newell. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix VI, 172. 

Report on Long-Time Creep Test of 0.35 
per cent Carbon Steel (K20), prepared 
by Howard C. Cross and J. G. Lowther. 
Report of Joint Research Committee on 
Effect of Temperature on the Properties 
of Metals, Appendix II, 121. Discus- 
sion, 129. 

Tentative Method of Test for Long-Time 
(Creep) High-Temperature Tension Tests - 


of Metallic Materials, 1301. 


Creosote. 

Tentative Method of Test for Tar Acids in 
Creosote and Creosote - Coal Tar Solu- 
tions, 909, 

Crushing Strength. 

See Compression Testing. 

Cupping Tests. 

Report on Study of Cup Testing of Sheet 
Steel, Report of Committee E-1, 490. 

Cuprous Oxide. 

Methods of Analysis of Paint Materials. 
Report of Subcommittee VIII, Commit- 
tee D-1, 378. 

Tentative Method of Routine Analysis of 
Dry Cuprous Oxide, 845. 

Cut-Back Tar. 
Tentative Specifications for Tar, 921. 
D 
Damp-Proofing. 
See Waterproofing. 
Definitions of Terms. 
See Nomenclature. 
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Density. 
Tentative Methods of Testing: 

Laminated Tubes Used in Electrical In- 
sulation, 1009. 

Untreated Paper Used in Electrical In- 
sulation, 1015. 

Varnishes Used for Electrical Insulation, 
1080. 


Deoxidizers. 

Tentative Specifications for: 
Phosphor Copper, 711. 
Phosphor Tin, 709. 
Silicon Copper, 713. 


Detergents. 
See Soaps and Detergents. 


Deterioration Test. 
See also Aging Tests. 
Tentative Method of Test for Resistance to 
= Checking and Cracking of Rubber 


Compounds, 1139. 


Die Castings. 

Die-Cast Metals and Alloys. 
Committee B-6, 229. 

Exposure Tests of Plating on the Non-Fer- 
rous Metals. Report of Joint Commit- 
tee, 250. 

Tentative Specifications for Zinc-Base Alloy 
Die Castings, 715. 


Report of 


Dielectric Strength. 
Tentative Methods of Testing: 
Dielectric Strength of Anodized Alumi- 
num, 652. 
Flexible Varnished Tubing 
Electrical Insulation, 1074. 
Laminated Tubes Used in Electrical In- 
sulation, 1009. 
-Pin-Type, Lime Glass Insulators, 1037. 
Sheet and Plate Materials Used in Elec- 
trical Insulation, 1046. 
Untreated Paper Used in Electrical In- 
sulation, 1015. 


Used for 


-~Varnished Cloths and Varnished Cloth 


Tapes Used in Electrical Insulation, 
1061. 

Varnishes Used for Electrical Insulation, 
1080. 


Diesel Fuel Oil. 
Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix IT, 398. 


Proposed Method of Test for Ignition Qual- 
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ity of Diesel Fuels. Report of Con 
tee D-2, Appendix I, 392. 

Tentative Method of Test for Ash Cor 

of Petroleum Oils, 865. 
Dilatometric Analysis. 

Metallography. Report 

E-4, 509. 
Distillation. 

Tentative Methods of Chemical Analysi 
Sulfonated (Sulfated) Oils, 1238. 

Tentative Methods of Sampling and Cher 
ical Analysis of Soaps and Soap Product 
1212. 

Ductility Test. 

~ Report on Study of Cup Testing of 
Steel, Report of Committee E-1, 49 

Tentative Method of Bend Testin; 
Ductility of Metals, 1298. 

Tentative Revision of Standard Meth 
Test for Ductility of Bituminous ! 
rials, 1332. 

Dudley Medal. 

Twelfth Award of Charles B. D 
Medal. Summary of the Proceedit 
the Forty-first Annual Meeting, 10 


of Comr 


Duralumin. 
Atmospheric Corrosion of Non-Ferr 
Metals and Alloys. Report of Sub 
mittee VI, Committee B-3, 194. 


E 


Effect of Temperature. 
See Temperature, Effect of. 


Efflorescence. 

Suggested Methods of Sampling and ’ 
ing Mortar for Unit Masonry. Publishe 
in ASTM ButLvetin, No. 94, October 
1938, p. 40. 

Electric-Welded Pipe. 

Tentative Revision of Standard Specifica- 
tions for Electric-Fusion-Welded Stee! 
Pipe (Sizes 8 in. to but not including 30 
in.), 1309. 


Tentative Revision of Standard Specifica- | 
tions for Electric-Fusion-Welded Stee! 


Pipe (Sizes 30 in. and over), 1309. 


Tentative Specifications for Spiral-Welded 


Steel or Iron Pipe, 557. 
Electrical Flashover Test. 


Tentative Method of Testing Pin-Type, 


Lime Glass Insulators, 1037. 
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Electrical Insulating Materials. 
See Insulating Materials. 


Electrical-Resistance and Heating Alloys. — 
Electrical - Heating, Electrical - Resistance 
ind Electric-Furnace Alloys. 
Committee B-4, 214. 
yposed Method of Testing Cathode 
Sleeves and Cathode Tubing. Report of 
Committee B-4, Appendix, 220. 
ntative Method for Bend Testing of Wire 
(Wire for Radio Tubes and Incandescent 
Lamps), 719. 
ntative Method of Test for Temperature- 
Resistance Constants of Sheet Materials 
for Shunts and Precision Resistors, 724. 
Electrodeposited Coatings. 
Exposure Tests of Plating on the Non-Fer- 
rous Metals. Report of Joint Commit- 
tee, 250. 


Report of 


Electrolytic Copper. 

Tentative Specifications for Electrolytic 

Cathode Copper, 683. 
Electrolytic Corrosion. 

Corrosion of Non-Ferrous Metals and Al- 

loys. Report of Committee B-3, 191. 
Enamels. 

Tentative Method of Test for Reactivity of 

Paint liquids, 850. 
Ethyl Lactate. 
Tentative Revision of Standard Specifica- 
tions for Ethyl Lactate (Synthetic), 1326. 
Executive Committee. 
inual Report of the Executive Commit- 
tee, 40. 
Expansion Plates. 

Tentative Specifications for Bronze Cast- 
ings for Turntables and Movable Bridges 
and for Bearing and Expansion Plates of 
Fixed Bridges, 685. 
entative Specifications for Rolled Copper- 
Alloy Bearing and Expansion Plates for 
Bridge and Other Structural Uses, 689. 

Expansion Test. 

Proposed Method of Test for Autoclave Ex- 
pansion of Portland Cement. Report on 
Cooperative Autoclave Tests of Portland 
Cement, Appendix B, Committee C-1, 297. 

Report on Cooperative Autoclave Tests of 
Portland Cement. Sponsored by Work- 
ing Committee, Committee C-1, on Vol- 
ume Change and Soundness, 280. 


Exposure Tests. 
See Corrosion; Weathering. 


Extraction, Methods of. 


Tentative Methods of Chemical Analysis of 

Sulfonated (Sulfated) Oils, 1238. 

Tentative Methods of Test for: 

Acetone Extraction of Phenolic Molded 
or Laminated Products, 994. 

Felted and Woven Fabrics Saturated 
with Bituminous Substances for Use in 
Waterproofing and Roofing, 983. 

Sediment in Fuel Oil by Extraction, 885. 


F 
Fastness-of-Color Test. 
Tentative Method of Test for Fastness of 
Colored Textile Fabrics to Light, 1163. 
Fatigue. 
Fatigue of Metals. 
Committee, 110. 
Research. Report of Committee E-9, 518. 


Felt. 

Tentative Methods of Testing Wool Felt, 
1183. 

Tentative Methods of Testing Felted and 
Woven Fabrics Saturated with Bitumi- 
nous Substances for Use in Waterproofing 
and Roofing, 983. 

Tentative Specifications for Asphalt-Sat- 
urated Roofing Felt for Use in Water- 
proofing and in Constructing Built-Up 
Roofs, 978. 


Report of the Research 


Ferro-Alloys. 

Chemical Analysis of Metals. Report of i 

Committee E-3, 508. 

Ferro-Alloys. Report of Committee A-9, 7 
104. 

Tentative Specifications for: 
Ferrochromium, 621. 
Ferromanganese, 617. 
Ferromolybdenum, 625. 
Ferrosilicon, 619. 
Ferrotungsten, 627. 
Ferrovanadium, 623. 
Molybdenum Salts and Compounds, 629. 7 
Spiegeleisen, 615. 


Ferrule Stock. 
Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes | 


and Ferrule Stock, 702. 
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Fibers. 
Tentative Definitions and Terms Relating 
to Textile Materials, 1193. 
Tentative Method of Test for Fiber Length 
of Wool, 1173. 


_ Field Moisture Equivalent. 
Tentative Method of Test for Field Mois- 
ture Equivalent of Soils, 947. 


Filler. 

Tentative Specifications for Asphalt Mastic 
for Use in Waterproofing (Asphalt Ce- 
ment, Mineral Filler, Mineral Aggre- 
gate), 973. 


Finances. 
Annual Report of the Executive Commit- 
tee, 40. 
Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 112. 


‘Fineness Test. 

‘lentative Method of Test for Fiber Length 
of Wool, 1173. 

Tentative Method of Test for Fineness of 
Portland Cement by Means of the 
Turbidimeter, 746. 

Tentative Specifications for Sieves for Test- 
ing Purposes (Wire Cloth Sieves, Round- 
Hole and Square-Hole Screens 
Sieves), 1289, 


Fire Brick. 
See Refractories. 


Fire Tests. 

Tentative Methods of Testing Flexible 
Varnished Tubing Used for Electrical 
Insulation, 1074. 

Fireproofing. 

Tentative Specifications for Structural Clay 

Load-Bearing Wall Tile, 779. 
4 Flanges. 

Tentative Specifications for Carbon and Al- 
loy-Steel Nuts for Bolts for High-Pres- 
sure and High-Temperature Service to 
1100 F., 560. 

_ Flax (Linen). 

Tentative Definitions and Terms Relating 

to Textile Materials, 1193. 


Flexure Testing. 

Tentative Method of Bend Testing for 
Ductility of Metals, 1298. 


and 
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Tentative Methods of Testing Sheet ana 
Plate Materials Used in Electrical Ins 
tion, 1046. 

Tentative Specifications for Concrete |; 
gation Pipe, 796. 

Floor Coverings. 

Tentative Methods of Testing Pile Floor 

Covering, 1188. 
Floor Tile. 
See Tile. 
Flow Test. 

Report on Investigation of Pebble Mortar 
by Fourteen Laboratories. Sponsc 
by Working Committee, Committee ( 
on Plastic Mortar Tests, 267.  Dis¢ 
sion, 279. 

Suggested Methods of Sampling and Test 
ing Mortar for Unit Masonry. Publis 
in ASTM Butietin, No. 94, Octol 
1938, p. 40. 

Tentative Methods of Testing Films 
posited from Bituminous Emulsions, 99 

Fluxes. 

Tentative Specifications for: 
Phosphor Copper, 711. 
Phosphor Tin, 709. 
Silicon Copper, 713. 

Folding Endurance Test. 

Tentative Methods of Testing Untreated 

Paper Used in Electrical Insulation, 1015 
Forgings. 

Tentative Method of Test for Uniformit 
Coating by the Copper Sulfate Dip Test 
(Preece Test) on Zinc-Coated (Hot-Gal- 
vanized) Steel Castings and Forging 
Gray-Iron and Malleable-Iron Castings, 
608. 

Tentative Revision of Standard Specifica- 
tions for Wrought-Iron Rolled or Forged 
Blooms and Forgings, 1316. 

Tentative Specifications for 
Base Alloy Forgings, 658. 

Tentative Specifications for 
Quenched - and - Tempered 
Forgings, 586. 

Free Lime. 

Cooperative Study of Methods of Deter- 
mining Free Lime in Portland Cement 
and Clinker, by W. C. Hanna, T. A. 
Hicks, and G. A. Saeger. Published in 
ASTM But.etin, No. 94, October, 1938, 


p. 47. 
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Cement. Report of Working Commit- 
tee, Committee C-1, 259. 

Tests. 

Affecting the Testing of Concrete 
Durability, by Charles E. 
Wuerpel. Report of Committee C-9, 
Appendix II, 327. Discussion, 350. 
ggested Methods of Sampling and Test- 
ng Mortar for Unit Masonry. Published 
n ASTM Butvetin, No. 94, October, 

938, p. 40. 
stative Method of Test for Soundness of 
\geregates by Freezing and Thawing, 
ll. 

Fuel Oil. 

Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix II, 398. 
roposed Method of Test for Ignition Qual- 

ty of Diesel Fuels. Report of Commit- 
tee D-2, Appendix I, 392. 

Tentative Methods of Test for Kinematic 
Viscosity, 900. 

Tentative Method of Test for Sediment in 
Fuel Oil by Extraction, 885. 

Tentative Specifications for Fuel Oils, 856. 

Fuels. 

See Coal; Coke; Gaseous Fuels; Petro- 

leum Products. 


Galvanic Corrosion. 
Corrosion of Non-Ferrous Metals and Al- 
loys. Report of Committee B-3, 191. 


Galvanizing. 

Corrosion of Iron and Steel. 
Committee A-5, 79. 

Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
84. 

Tentative Method of Test for Uniformity of 
Coating by the Copper Sulfate Dip Test 
(Preece Test) on Zinc-Coated (Hot-Gal- 
vanized) Steel Castings and Forgings, 
Gray-Iron and Malleable-Iron Castings, 
608. 

Tentative Specifications for Zinc-Coated 
(Galvanized) Iron or Steel Sheets, 602. 

Gaseous Fuels. 


Gaseous Fuels. 
401. 


Report of 


Report of Committee D-3, 
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fethods of Chemical Analysis of Portland Gasoline. 


Petroleum Products and Lubricants. Re- 
port of Committee D-2, 385. _ 
Tentative Methods of Test for: 
Acid Heat of Gasoline, 862. 
Kinematic Viscosity, 900. 
Knock Characteristics of Motor Fuels, 
871. 
Vapor Pressure of Petroleum Products 
(Reid Method), 890. 


Geer Oven Test. 
See Aging Test. 7 


Glass. 
Glass and Glass Products. 
mittee C-14, 356. 
Tentative Method of Testing Pin-Type, 
Lime Glass Insulators, 1037. 


Report of Com- 


Glassware Apparatus. 
Methods of Testing. Report of Committee 
E-1, 481. 
Methods of Testing Thermometers, by E. 
F. Mueller and R. M. Wilhelm. Report 
of Committee E-1, Appendix, 493. 


Grain Size. 
See also Metallography. 
The Effect of Foundry Variables on the 


sion Test Specimens, by H. J. Rowe. Re- 
port of Committee B-7, Appendix II, 242 

Metallography. Report of Committee E-4 
509. 

Progress Report on Study of Effects of 
Manufacturing Variables on the Creep 
Resistance of Steels, prepared by Howard 
C. Cross and J. G. Lowther. Report of 
Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix V, 149. Discussion, 171. 

Report Covering Information on Steels for 
Tubular Creep Tests and Other Test 
Work of the Joint Committee, prepared 
by H. J. Kerr, J. B. Romer, and H. D. 
Newell. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix VI, 172. 

Tentative Grain Size Chart for Classifica- 
tion of Steels, 1296. 


: 7 Mechanical Properties of Sand-Cast Ten- 


Granite Block. 
See Block; Stone. 
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Gravel. 

Factors Affecting the Testing of Concrete 
Aggregate Durability, by Charles E. 
Wuerpel. Report of Committee C-9, 
Appendix II, 327. Discussion, 350. 

Tentative Methods of Test for: 

Abrasion of Coarse Aggregate by Use of 
the Los Angeles Machine, 803. 
Clay Lumps in Aggregates, 806. 
Sieve Analysis of Fine and Coarse Aggre- 
gates, 808. 
_ Soundness of Aggregates by Freezing and 
Thawing, 811. 
Unit Weight of Aggregate, 817. 
Gravity. 

See Specific Gravity. 

‘Tentative Revision of Standard Method of 
Test for Gravity of Petroleum and 
Petroleum Products by Means of the 
Hydrometer, 1331. 

Gray Iron. 
See Cast Iron. 


Grease. 

Tentative Method of Test for Consistency 
of Lubricating Greases and Petrolatum, 
866. 

Gypsum. 

Gypsum. Report of Committee C-11, 352. 

Specifications for Plastering. Report of 
Sectional Committee, 372. 

Tentative Revisions of: 

- Standard Methods of Testing Gypsum 

and Gypsum Products, 1322. 
Standard Specifications for Gypsum 
Plasters, 1322. 
Standard Specifications for Keene’s Ce- 
ment, 1321. 


H 
Hardness Testing. 

Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical In- 
sulation, 1046. 

Tentative Revision of Standard Method of 
Test for Hardness of Rubber, 1333. 

Hardware. 

Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
84. 

Tentative Method of Test for Uniformity of 
Coating by the Copper Sulfate Dip Test 
(Preece Test) on Zinc-Coated (Hot-Gal- 


vanized) Steel Castings and Forging 
Gray-Iron and Malleable-Iron Castin, 
608. 

Heat-Resistant Alloys. 

See Electrical Resistance and Heating Al. 
loys. 

Heat Treatment. 

The Effect of Foundry Variables on 
Mechanical Properties of Sand-Cast Te 
sion Test Specimens, by H. J. Rowe. R 
port of Committee B-7, Appendix II, 24? 

Report Covering Information on Steels fo; 
Tubular Creep Tests and Other TT, 
Work of the Joint Committee, prepar 
by H. J. Kerr, J. B. Romer, and H. | 
Newell. Report of Joint Research Cor 
mittee on Effect of Temperature on t 
Properties of Metals, Appendix VI, 172 

Tentative Specifications for Normalix 
Quenched - and - Tempered Alloy 
Forgings, 586. 

Hemp. 

Tentative Definitions and Terms R« 

to Textile Materials, 1193. 
High-Temperature Service Materials and 

Tests. 

Effect of Temperature on the Propertie 
Metals. Report of Joint Research Com. 
mittee, 112. 

Electrical - Heating, Electrical - Resistan 
and Electric-Furnace Alloys. Report of 
Committee B-4, 214. 

Progress Report on Creep Tests of Tubular 
Members Subjected to Internal Pressure 
prepared by F. H. Norton. Report of 
Joint Research Committee on Effect of 
‘Temperature on the Properties of Metals 
Appendix I, 118. Discussion, 120. 

Progress Report on Study of Effects of 
Manufacturing Variables on the Creep 


q 


Resistance of Steels, prepared by Howard 
C. Cross and J. G. Lowther. Report of 
Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix V, 149. Discussion, 171. 
Report Covering Creep Tests on 0.35 pet 
cent Carbon Steel (K20) at 850 F. Under 
a Stress of 7500 Ib. per sq. in., prepared 
by C. L. Clark. Report of Joint Re 
search Committee on Effect of Tempera 
ture on the Properties of Metals, Ap- 
pendix III, 130. Discussion, 140. 
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Report Covering Information on Steels for 
Tubular Creep Tests and Other Test 
Work of the Joint Committee, prepared 
by H. J. Kerr, J. B. Romer, and H. D. 
Newell. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix VI, 172. 

Report on Acceptability Tests for High- 
Temperature Characteristics, prepared 
by A. E. White and C. L. Clark. Report 
of Joint Research Committee on Effect 
of Temperature on the Properties of 
Metals, Appendix IV, 142. Discussion, 
147. 

Report on Long-Time Creep Test of 0.35 
per cent Carbon Steel (K20), prepared by 
Howard C. Cross and J. G. Lowther. Re- 
port of Joint Research Committee on 
Effect of Temperature on the Properties 
of Metals, Appendix II, 121. Discus- 
sion, 129. 

Tentative Method of Test for Long-Time 
Creep) High-Temperature Tension 
Tests of Metallic Materials, 1301. 

Tentative Revisions of Standard Specifica- 
tions for: 

Alloy-Steel Bolting Material for High- 
Temperature Service, 1311. 

Alloy-Steel Casting for Valves, Flanges 
and Fittings for Service at Tempera- 
tures from 750 to 1100 F., 1310. 

Forged or Rolled Steel Pipe Flanges for 
High-Temperature Service, 1313. 

Forged or Rolled Alloy-Steel Pipe 
Flanges, Forged Fittings, and Valves 
and Parts for Service at Temperatures 
from 750 to 1100 F., 1313. 

Lap-Welded and Seamless Steel Pipe for 
High-Temperature Service, 1310. 

Tentative Specifications for: 

Carbon and Alloy-Steel Nuts for Bolts for 
High-Pressure and High-Temperature 
Service to 1100 F., 560. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 565. 

Seamless Carbon-Molybdenum Alloy- 
Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 576. 


Hose. 


Tentative Methods of Testing Rubber 
Hose, 1114. 


Hollow Tile. 
See Tile. 


Honorary Membership Awards. 

Award of Honorary Memberships. Sum- 

mary of Proceedings of the Forty-first 
Annual Meeting, 2. 


Hydraulic Hydrated Lime. 
Tentative Specifications for Hydraulic Hy- 
drated Lime for Structural Purposes, 757. 
Hydrostatic Test. 
Tentative Methods of Testing Rubber 
Hose, 1114. 
Tentative Specifications for Concrete Irri- 
gation Pipe, 796. 
Hydroxide Ion Test. 
Tentative Method for Determination of the 
Hydroxide Ion in Industrial Waters, 
1281. 


Hygroscopic Moisture. 
Tentative Method of Mechanical Analysis 
of Soils, 953. 


Ignition Quality. 
Diesel-Fuel-Oil Classification. Report of 
Committee D-2, Appendix II, 398. 
Proposed Method of Test for Ignition Qual- 
ity of Diesel Fuels. Report of Commit- 
tee D-2, Appendix I, 392. 
Immersion Tests. 
Corrosion of Non-Ferrous Metals and Al- 
loys. Report of Committee B-3, 191. 


Impact Test. 

Symposium on Impact Testing. Report of 
Committee E-1, 484. 

Tentative Method for Bend Testing of Wire 
(Wire for Radio Tubes and Incandescent 
Lamps), 719. 

Incandescent Lamp Materials. 

See Electrical-Resistance and Heating Al- 

loys. 
Indentation Test. 
Tentative Specifications for Asphalt Plank, 
916. 
Industrial Waters. 
See Boiler Feedwater; Waters, Industrial. 
Insulating Materials. 

Electrical Insulating Materials. Report of 

Committee D-9, 422. 
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Insulating Materials (Continued): 
Recommendations Affecting Standards for 
Electrical Insulating Materials. Report 
of Committee D-9, Appendix I, 427. 
Significance of Tests of Electrical Insulating 
Materials. Report of Committee D-9, 
Appendix II, 432. 
Tentative Methods of Testing: 
Acetone Extraction of Phenolic Molded 
or Laminated Products, 994. 
Arc Resistance of Solid Electrical In- 
sulating Materials, 998. 
Dielectric Strength of Insulating Mate- 


rials at Commercial Power Fre- 
quencies, 1001. 
Flexible Varnished Tubing Used for 


Electrical Insulation, 1074. 

Laminated Tubes Used in Electrical 
Insulation, 1009. 

Pin-Type, Lime Glass Insulators, 1037. 

Rubber Insulated Wire and Cable, 1127. 

Saponification Number, 881. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1046. 

Untreated Paper Used in Electrical In- 
sulation, 1015. 

Varnished Cloths and Varnished Cloth 
Tapes Used in Electrical Insulation, 


1061. 
Varnishes Used for Electrical Insulation, 
1080. 


Tentative Revisions of Standard Methods 
of Testing: 

Electrical Insulating Oils, 1337. 

Electrical Porcelain, 1337. 

Molded Materials Used for Electrical In- 
sulation, 1338. 

Pasted Mica Used in Electrical Insula- 
tion, 1338. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1143. _ 

Iron. 

See Alloy Steel; Cast Iron; Malleable 

Iron; Steel; Wrought Iron. 

Iron-Chromium-Nickel Alloys. 

See Alloy Steel; Chromium-Nickel Alloys. 

Irrigation Pipe. 

Concrete Pipe. 

C-13, 355. 

Tentative Specifications for Concrete Irri- 

gation Pipe, 796. 


Report of Committee 
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Jute. 
Tentative Definitions and Terms Relatir, 
to Textile Materials, 1193. 


K 
Keene’s Cement. 
Tentative Revision of Standard Spx 
tions for Keene’s Cement, 1321. 
Kinematic Viscosity. 
Tentative Methods of Test for Kinemat 
Viscosity, 900. 
Knock Characteristics. 
Tentative Method of Test for Knock ( 
acteristics of Motor Fuels, 871. 


L 
Laboratory Glasswear. 
See Glassware Apparatus; Thermometers 
Laboratory Inspection. 
Cement Reference Laboratory. Report 
Subcommittee, Committee C-1, 301. 


Lacquers. 
Paint, Varnish, Lacquer, and Relate 
Products. Report of Committee D. 

373. 


Tentative Method of Test for Reactivit 
of Paint Liquids, 850. 

Lead. 

Atmospheric Corrosion of Non-Ferrou 
Metals and Alloys. Report of Sub 
committee VI, Committee B-3, 194. 

Lead Coatings. 

Field Tests of Metallic Coatings. Repor 
of Subcommittee VIII, Committee A-5 
84. 

Lead Pigments. 

Tentative Specifications for Red Lead, 82. 
Life Tests. 

See Aging Tests. | 
Light, Effect of. ; 

Tentative Method of Test for Resistanc 
to Light Checking and Cracking ¢ 
Rubber Compounds, 1139. 

Light Metals. a 

See Aluminum; Magnesium. 

Lime. 

Cooperative Study of Methods of Deter 

mining Free Line in Portland Cement ani 
Clinker, by W. C. Hanna, T. A. Hicks, 
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and G. A. Saeger. Published in ASTM 
BuLLETIN, No. 94, October, 1938, p. 47. 

Lime. Report of Committee C-7, 304. 

Mortar. Report of Committee C-12. 
Published in ASTM BUuLLetIn, No. ‘93, 
August, 1938, p. 31. 

Proposed Method for Determination of 
Available Lime in High-Calcium Quick- 
lime and Hydrated Lime by the Rapid 
Sugar Test. Report of Committee C-7, 
Appendix IIT, 309. 

Proposed Specifications for Quicklime for 
Causticizing Leached Liquors in the 
Soda-Pulp Process for the Manufacture 
of Paper. Report of Committee C-7, 
Appendix I, 306. 

Proposed Specifications for Quicklime for 
Use in the Manufacture of Paper Pulp 
Where the Precipitated Carbonate Is 
Employed asa Pigment or Filler. Report 
of Committee C-7, Appendix II, 307. 
vecifications for Plastering. Report of 

Sectional Committee, 372. 
iggested Methods of Sampling and Test- 
ing Mortar for Unit Masonry.  Pub- 
lished in ASTM ButiLetin, No. 94 
October, 1938, p. 40. 
entative Methods of Physical Test for 
Limestone, Quicklime and Hydrated 
Lime, 762. 
Tentative Revision of Standard Definitions 
of Terms Relating to Lime, 1325. 
Tentative Specifications for Hydraulic 
Hydrated Lime for Structural Purposes, 

Liquid Limit Test. 

fentative Method of Test for Liquid Limit 
of Soils, 949. 
Lithopone. 
Tentative Revision of Standard Specifica- 
tions for Lithopone, 1327. 
entative Specifications for Zine Sulfide 
Pigments, 833. 
Locomotives and Cars. 
Tentative Specifications for: 
Lap-Welded and Seamless Steel and Lap- 
Welded Iron Boiler Tubes, 531. 
Medium-Carbon Seamless Steel Boiler 
and Superheater Tubes, 543. 
Normalized, Quenched - and - Tempered 
Alloy Steel Forgings, 586. 
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Seamless Carbon-Molybdenum Alloy- _ 
Steel Boiler and Superheater Tubes, 
550. 
Seamless Steel Boiler Tubes for High- © 
Pressure Service, 537. 
Los Angeles Abrasion Test. 
Road and Paving Materials. -_ 
Committee D-4, 403. 
Tentative Method of Test for Abrasion of 7 
Coarse Aggregate by Use of the Los 
Angeles Machine, 803. 


Report of 


Lubricants. 
See Petroleum Products. — 


M 
MacMichael Viscosimeter. 
Tentative Methods of Testing Varnishes — 
Used for Electrical Insulation, 1091. 
Magnesium. 
Light Metals and Alloys, Cast and Wrought. 7 
Report of Committee B-7, 232. 
Proposed Revisions in Standards for Light 
Metals and Alloys. Report of — 
tee B-7, Appendix I, 235. 
Tentative Specifications for: 
Magnesium-Base Alloy Bars, Rods, and | 
Shapes, 654. 
Magnesium-Base Alloy Forgings, 658. 
Magnesium-Base Alloy Ingot for Remelt- 
ing, 662. 
Magnesium-Base Alloy Sand Castings, — 
664. 
Magnesium-Base Alloy Sheet, 668. 


Magnesium Ion Test. 
Tentative Method for Dete. mination of the 
Calcium Ion and Magnesium Ion 7 
Industrial Waters, 1270. 


Magnesium Pigments. 
Tentative Specifications for Titanium Diox- 
ide Pigments, 829. 
Tentative Specifications for Zinc Sulfide 
Pigments, 833. 
Magnesium Sulfate Test. ; 
Factors Affecting the Testing of Concrete - 
Aggregate Durability, by Charles E. 
Wuerpel. Report of Committee C-9, 
Appendix II, 327. Discussion, 350. 
Magnetic Testing. 
Magnetic Properties. 
tee A-6, 100. 


Report of Commit- 
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_ Magnetic Testing (Continued): 
Tentative Method of Test for Measuring 
Interlamination Resistance of Steel, 631. 
Tentative Revision of Standard Definitions 
of Terms, with Units and Symbols, 
Relating to Magnetic Testing, 1318. 


_ Malleable Iron. 
Tentative Method of Test for Uniformity 
of Coating by the Copper Sulfate Dip 
Test (Preece Test) on Zinc-Coated (Hot- 
Galvanized) Steel Castings and Forgings, 
ao and Malleable Iron Castings, 
608. 


Manganese Bronze. 

Atmospheric Corrosion of Non-Ferrous 
Metals and Alloys. Report of Subcom- 
mittee VI, Committee B-3, 194. 

Tentative Revision of Standard Specifica- 
tions for Manganese-Bronze Ingots for 
Sand Castings, 1320. 

‘Tentative Revision of Standard Specifica- 
tions for Manganese-Bronze Sand Cast- 
ings, 1320. 


Masonry Building Units. 

See also Brick; Tile. 

Effect of Shape of Specimen on the Appar- 
ent Compressive Strength of Brick 
Masonry, by W. J. Krefeld. Report of 
Committee C-15, Appendix, 363. 

Manufactured Masonry Units. Report of 
Committee C-15, 359. 

Suggested Methods of Sampling and Test- 
ing Mortar for Unit Masonry. Published 
in ASTM Buttetin, No. 94, October, 
1938, p. 40. 

Tentative Methods of Sampling and Test- 
ing Concrete Masonry Units, 787. 

Tentative Specifications for Concrete Ma- 

sonry Units for Use in Construction of 
Catch Basins and Manholes, 785. 

Tentative Specifications for Hollow Non- 
Load-Bearing Concrete Masonry Units, 
783. 


Masonry Cement. 
Tentative Specifications for Masonry 
Cement, 731. 


_ Mastic, Bituminous. 
Tentative Specifications for Asphalt Mastic 
for Use in Waterproofing (Asphalt Ce- 
ae ment, Mineral Filler, Mineral Aggregate), 
973. 
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Mechanical Analysis. 

Tentative Method of Mechanical Analys; Ter 
of Soils, 

Tentative Method of Preparing § 
Samples as Received from the Field for 
Mechanical Analysis and the Determi. Ter 
nation of the Subgrade Soil Constants, C 
942. Te 

Tentative Micthods of Test for: 
and Sampling Aluminum Powder Te 

Aluminum Paste, 835. i 
Fineness of Portland Cement by Mear | 
of the Turbidimeter, 746. Te 
Particle Size of Soaps and Other Deter. | 
gents, 1236. 
Sieve Analysis of Fine and Coarse Aggre. 
gates, 808. 

Tentative Specifications for Sieves for Test 
ing Purposes (Wire Cloth Sieves, Round. 
Hole and Square-Hole Screens 
Sieves), 1289. 

Medal Award. 

Twelfth Award of Charles B. Dudley Mol 
Medal. Summary of the Proceedings S 
of the Forty-first Annual Meeting, 10. R 

Membership. 
Annual Report of the Executive Commit- 
tee, 40. Si 
Metallography. 
Metallography. Report of Committee E-4, 
509. 

The Plastics for Mounting of Metallo- 
graphic Samples, by L. L. Wyman 
Report of Committee E-4, Appendix, 511. 

Tentative Grain Size Chart for Classifica 
tion of Steels, 1296. 

Methods of Testing. 

See Chemical Methods of Analysis; Test- 

ing, Physical Methods of. 
Mica. 

Tentative Methods of Test for Dielectric § 
Strength of Insulating Materials at Com- 
mercial Power Frequencies, 1001. 

Tentative Revision of Standard Methods 
of Testing Pasted Mica Used in Electrical ; 
Insulation, 1338. | 

Microscopic Test. ‘ 

Tentative Grain Size Chart for Classifica- 
tion of Steels, 1296. 

Tentative Method of Test for Fineness of M 
Portland Cement by Means of the Turbi- | 


dimeter, 746. 
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Modified Soda. 
Tentative Methods of Chemical Analysis 
of Special Detergents, 1258. 


Moisture. 
Tentative Method of Mechanical Analysis 
of Soils, 953. 
‘entative Methods of Chemical Analysis 
of Sulfonated (Sulfated) Oils, 1238. 
Tentative Methods of Sampling and Chem- 
ical Analysis of Soaps and Soap Products, 
1212. 
Tentative Methods of Test for: 
Centrifuge Moisture Equivalent of Soils, 
944, 
Field Moisture Equivalent of Soils, 947. 
Liquid Limit of Soils, 949. 
Plastic Limit and Plasticity Index of 
Soils, 965. 
Shrinkage Factors of Soils, 968. 
Untreated Paper Used in Electrical Insu- 
lation, 1015. 


Molded Insulating Materials. 
See also Insulating Materials. 
Recommendations Affecting Standards for 
Electrical Insulating Materials. Report 
of Committee D-9, Appendix I, 427. 
ignificance of Tests for Electrical Insulat- 
ing Materials. Report of Committee 
D-9, Appendix II, 432. 
Tentative Methods of Test for: 

Acetone Extraction of Phenolic Molded 
or Laminated Products, 994. 

Arc Resistance of Solid Electrical Insu- 
lating Materials, 998. 

Dielectric Strength of Insulating Ma- 
terials at Commercial Power Frequen- 
cies, 1001. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1046. 

Tentative Revision of Standard Methods of 

Testing Molded Materials Used for Elec- 

trical Insulation, 1338. 


Molybdenum. 
Tentative Specifications for Ferromolyb- 
denum, 625. 
Tentative Specifications for Molybdenum 
Salts and Compounds, 629. 


Molybdenum Steel. 
Report Covering Information on Steels for 
Tubular Creep Tests and Other Test 


Work of the Joint Committee, prepared 

by H. J. Kerr, J. B. Romer, and H. D. 

Newell. Report of Joint Research Com- 

mittee on Effect of Temperature on the 

Properties of Metals, Appendix VI, 172. 

Report on Acceptability Tests for High- 

Temperature Characteristics, prepared 

by A. E. White and C. L. Clark. Report 

of Joint Research Committee on Effect 
of Temperature on the Properties of 

Metals, Appendix IV, 142. Discussion, 

147. 

Tentative Specifications for: 

Carbon and Alloy-Steel Nuts for 
for High-Pressure and High-Tempera- 
ture Service to 1100 F., 560. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 565. 

Seamless Carbon-Molybdenum Alloy- 
Steel Boiler and Superheater Tubes, 
550. 

Seamless Carbon-Molybdenum Alloy- 
Steel Pipe for Service at ose ll 
from 750 to 1000 F., 576. 


Mortars. | 

A Discussion Incited by the Report on 7 
Pebble Mortars in the 1938 Report of 
Committee C-1 on Cement, by H. J. 
Gilkey. Published in ASTM 

No. 94, October, 1938, p. 33. 7 

Mortars. Report of Committee C-12. 7 

Published in ASTM No. 

August, 1938, p. 31. 

Report on Investigation of Pebble Mortars 
by Forrteen Laboratories. Sponsored 
by Work.ng Committee, Committee C-1, 
on Plastic Mortar Tests, 267. Discus- 
sion, 279. 

Stress-Strain Characteristics of Mortars 
and Concretes, by H. H. Gilkey and 
Glenn Murphy. Report of Committee 
C-9, Appendix I, 318. Discussion, 326. 

Suggested Methods of Sampling and Test- 
ing Mortar for Unit Masonry. Pub- 
lished in ASTM Butietin, No. 94, 
October, 1938, p.40. 


Motor Fuel. 
Fuel 
Products. 


Motor Lubricants. 
See Petroleum Products. 


Oil; Gasoline; Petroleum 
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Muntz Metal. 

Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 702. - 

Muslin. 

‘Tentative Specifications for Bleached Wide 
Cotton Sheeting, 1159. 

Muscale. 

Tentative Specifications for Bleached Wide 
Cotton Sheeting, 1159. 


N 
Naval Stores. 

Naval Stores. 
467. 

Tentative Method of Sampling and Grading 
Rosin, 852. 

Neutralization. 

Tentative Methods of Chemical Analysis of 
Sulfonated (Sulfated) Oils, 1238. 

Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 1015. 

Nickel. 

Exposure Tests of Plating on the Non-Fer- 
rous Metals. Report of Joint Commit- 
tee, 250. 

Nickel-Copper Alloy. 

Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 
and Ferrule Stock, 702. 

Nickel Steel. 

See Alloy Steel; Chromium-Nickel Alloys; 

Corrosion-Resisting Alloys. 
Nomenclature. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1193. 

Tentative Definitions for Varieties of Bitu- 
minous and Subbituminous Coals, 915. 

Tentative Definitions of Terms Relating to 
Soaps and Detergents, 1262. 

Tentative Revision of Standard Definitions 
of Terms Relating to Timber Preserva- 
tives, 1343. 

Tentative Revision of Standard Definitions 
of Terms, with Units and Symbols, Re- 
lating to Magnetic Testing, 1318. 

Nuts. 

Tentative Specifications for Carbon and Al- 
loy-Steel Nuts for Bolts for High-Pres- 
sure and High-Temperature Service to 
1100 F., 560. 


Report of Committee D-17, 


Supyect INpDEx, Part I 


oO Tent: 
Octane Number. St 
Diesel-Fuel-Oil Classification. Report of an 
_ Committee D-2, Appendix IT, 398. Tent 
_ Tentative Method of Test for Knock Char Pa 
acteristics of Motor Fuels, 871. Papers 
Oils. 
See Creosote; Fuel Oil; Paint Vehicles, ion 
Petroleum Products; Transformer Oils, fi 
Orthophosphate Ion Test. | Para ] 
Tentative Method for Determination of th Ten 
Total Orthophosphate and Calculatior | 7 
the Respective Orthophosphate Ior | Ter 
Industrial Waters, 1283. _ I 
Ostwald Viscosimeter. Parti 
Tentative Methods of Test for Kinemat Ter 
Viscosity, 900. 
Te 

Paint Vehicles. 


Tentative Revision of Standard Specifica- 
tions for Perilla Oil, Raw or Refined a 
1327. 

Tentative Revision of Standard Specifica- 
tions for Raw Tung Oil, 1328. 


Paints. 

See also Lacquers; Paint Vehicles; Pig- 
ments; Shellac; Varnish. 

Methods of Analysis of Paint Materials. 
Report of Subcommittee VIII, Commit- 
tee D-1, 378. 

Paint, Varnish, Lacquer, and Related Prod- 
ucts. Report of Committee D-1, 373. 
Tentative Methods of Sampling and Test- Per 
ing Aluminum Powder and Aluminum 
Paste, 835. Per 

Tentative Method of Test for Reactivity of ‘ 
Paint Liquids, 850. 


Paper. 

Proposed Specifications for Quicklime for 
Causticizing Leached Liquors in_ the 
Soda-Pulp Process for the Manufacture 
of Paper. Report of Committee C-7, Pe 
Appendix I, 306, 

Proposed Specifications for Quicklime for 
Use in the Manufacture of Paper Pulp 
Where the Precipitated Carbonate Is 
Employed as a Pigment or Filler. Report 
of Committee C-7, Appendix II, 307. 
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Tentative Methods of Test for Dielectric 
Strength of Insulating Materials at Com- 
mercial Power Frequencies, 1001. 
entative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 1015. 


Papers and Publications. 
Annual Report of the Executive Commit- 
tee, 40. 
Summary of the Proceedings of the Forty- 
first Annual Meeting, 1. 


Para Red. 
Tentative Specifications for C.P. Para Red 
Toner, 826. 


Tentative Specifications for Reduced Para 
Red, 824. 


Particle Size. 

Tentative Method of Mechanical Analysis 
of Soils, 953. 

Tentative Method of Test for Fineness of 
Portland Cement by Means of the 
Turbidimeter, 746. 
entative Methods of Test for Particle Size 
of Soaps and Other Detergents, 1236. 

Tentative Specifications for Sieves for Test- 
ing Purposes (Wire Cloth Sieves, Round- 
Hole and Square-Hole Screens and 
Sieves), 1289. 

Paving Materials. 

See also Aggregates; Asphalt; 
Road Materials. 

Road and Paving Materials. 
Committee D-4, 403. 

Soils for Engineering Purposes. 
Committee D-18, 469. 


Penetration. 
See Consistency. 
Percale. 
Tentative Specifications for Bleached Wide 
Cotton Sheeting, 1159. 


Perilla Oil. 
Tentative Revision of Standard Specifica- 
tions for Perilla Oil, Raw or Refined, 

1327. 


Permanent Mold Castings. 

Tentative Specifications for Aluminum- 
Base Alloys in Ingot Form for Permanent 
Mold Castings, 633. 

Tentative Specifications for Aluminum- 

Base Alloy Permanent Mold Castings, 
636. 


Concrete; 
Report of 


Report of 
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Petrolatum. 


Petroleum Products. | 


ss Tentative Methods of Test for: 


Tentative Method of Test for Consistency 
of Lubricating Greases and Petrolatum, 


866. 


Diesel-Fuel-Oil Classification. Report of ia 
Committee D-2, Appendix IT, 398. 


Petroleum Products and Lubricants. Re- 
port of Committee D-2, 385. 
Petroleum Products and Lubricants. Re-_ 


port of Sectional Committee, 400. 


Proposed Method of Test for Ignition Qual- - 7 


ity of Diesel Fuels. Report of Commit- 
tee D-2, Appendix I, 392. 


Acid Heat of Gasoline, 862. 

Ash Content of Petroleum Oils, 865. 

Consistency of Lubricating Greases and _ 
Petrolatum, 866. 

Kinematic Viscosity, 900. 

Knock Characteristics of Motor Fuels, | 
871. 

Saponification Number, 881. 

Sediment in Fuel Oil by Extraction, 885. 

Unsulfonated Residue of Plant Spray 
Oils, 887. 

Vapor Pressure of Petroleum Products — 
(Reid Method), 890. 

Tentative Revisions of Standard Methods a6 

of Test for: 

Carbon Residue of Petroleum Products — 
(Conradson Carbon Residue), 1331. 

Cloud and Pour Points, 1331. 


Gravity of Petroleum and 


Products by Means of the Hydrometer, 
133i. 
Tentative Specifications for Fuel Oils, 856. 
Tentative Specifications for Stoddard Sol- 
vent, 859. 


pH Measurement. 
Research. Report of Committee E-9, 518. 


Phenolic Mater’als. 
See Insulating Materials; Plastics. 


Phosphor Copper. 
Tentative Specifications for Phosphor 
per, 711. 7 


Phosphor Tin. 
Tentative Specifications for Phoapher Tin, 
709. 
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Photomicrographs. 


Tentative Grain Size Chart for Classifica- 
tion of Steels, 1296. 


Pigments. 


See also Paints. 

Methods of Analysis of Paint Materials. 
Report of Subcommittee VIII, Commit- 
tee D-1, 378. 

Paint, Varnish, Lacquer, and Related Prod- 
ucts. Report of Committee D-1, 373. 
Specifications for Pigments Dry and in Oil 

when Marketed in That Form. Report 
of Subcommittee XV, Committee D-1, 
382. 
Tentative Methods of: 
Routine Analysis of Dry Cuprous Oxide, 
845. 
‘Routine Analysis of Zinc Yellow Pigment 
(Zinc Chromate Yellow), 839. 
Sampling and Testing Aluminum Powder 
and Aluminum Paste, 835. 
Tentative Revisions of Standard Specifica- 
tions for: 
Lithopone, 1327. 
Tine Oxide, 1327. 
Zinc Sulfide, 1326. 

Tentative Specifications for: 

Aluminum Pigment Paste for Paint, 822. 

- Aluminum Powder for Paints (Aluminum 
Bronze Powder), 821. 

5 C.P. Para Red Toner, 826. 

 C.P. Zinc Yellow (Zinc Chromate), 831. 

Red Lead, 827. 

- Reduced Para Red, 824. 

- Sieves for Testing Purposes (Wire Cloth 
Sieves, Round-Hole and Square-Hole 
Screens and Sieves), 1289. 

Titanium Dioxide Pigments, 829. 

Zinc Sulfide Pigments, 833. 


Pile Floor Covering. 


Tentative Methods of Testing Pile Floor 
Covering, 1188. 


Pipe and Piping Materials. 

See also Tubes. 

Concrete Pipe. Report of Committee C-13, 
355. 

Standardization of Dimensions and Mate- 
rials of Wrought-Iron and Wrought-Steel 

Report of Sectional 


Pipe and Tubing. 
Committee, 71. 
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Tentative Method of Test for Long.-Tiz 
(Creep) High-Temperature ‘Ter 
Tests of Metallic Materials, 1301. 

Tentative Revisions of Standard Specifica. 

tions for: 

Clay Sewer Pipe, 1321. 

Electric-Fusion-Welded Steel Pipe (Siz 
8 in. to but not Including 30 in.), 1 

Electric-Fusion-Welded Steel Pipe | 
30 in. and Over), 1309. 

Forged or Rolled Alloy-Steel 
Flanges, Forged Fittings, and Valy 
and Parts for Service at Temperatur 
from 750 to 1100 F., 1313. 

Forged or Rolled Steel Pipe Flanges for 
High-Temperature Service, 1313. 

Lap-Welded and Seamless Steel Pi 
High-Temperature Service, 1310. 

Welded Wrought-Iron Pipe, 1314. 

Tentative Specifications for: 

Concrete Irrigation Pipe, 796. 

Copper and Copper-Alloy Seamless Con- 
denser Tubes and Ferrule Stock, 702. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 565. 

Seamless Carbon-Molybdenum  Alloy- 
Steel Pipe for Service at Temperature 
from 750 to 1000 F., 576. 

Spiral-Welded Steel or Iron Pipe, 557. 

Pitch. 

Tentative Specifications for Coal-Tar Pitch 
for Roofing, Damp-proofing and Water- 
proofing, 975. 

Plank. 

Tentative Specifications for Asphalt Plank, 
916, 

Plant Spray Oils. 

Tentative Method of Test for Unsulfonated 
Residue of Plant Spray Oils, 887. 

Plaster. 

Specifications for Plastering. 

Sectional Committee, 372. 
Plastic Limit. 

Tentative Method of Test for Plastic Limit 

and Plasticity Index of Soils, 965. 
Plastic Mortar Test. 


Report of 


A Discussion Incited by the Report on Peb- 
ble Mortars in the 1938 Report of Com- 


mittee C-1 on Cement, by H. J. Gilkey. 


Published in ASTM Bu.tetin, No. 94, 


October, 1938, p. 33. 
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g-Time Report on Investigation of Pebble Mortars Preece Test. ‘ 
ension by Fourteen Laboratories. Sponsored Tentative Method of Test for Uniformity of 


by Working Committee, Committee C-1, Coating by the Copper Sulfate Dip Test 
eCifica. on Plastic Mortar Tests, 267. Discus- (Preece Test) on Zinc-Coated (Hot-Gal- 
sion, 279. vanized) Steel Castings and Forgings, 
me Gray-Iron and Malleable-Iron Castings, 
» (Sizes Plasticity. 608 
Tentative Methods of Physical Test for es 
Presidential Address. 


(Sines Limestone, Quicklime and Hydrated 
Lime, 762. Organized Research. Annual Address by 


the President, Albert Easton White, 33. 


Pipe Plastics. 
Valves See also Insulating Materials. 
atures The Plastics for Mounting of Metal- 
lographic Samples, by L.L. Wyman. Re- Coatings. 
zes for port of Commi.tee E-4, Appendix, 511. Corrosion; Galvanizing; Lacquers; 
. Plastics. Report of Committee D-20, 478. Paints; Pigments; ; Shellac; Timber 
ipe for Preservatives; Varnish. 
‘ Plates. Publications. 
See also Sheets. See Papers and Publications. 
Tentative Methods of Testing Sheet and 
Plate Materials Used in Electrical Insula- Q 
; tion, 1046. Quicklime. 
102 Tentative Specifications for: See Lime. 
hones Aluminum-Manganese Alloy Sheet and 
565. Plate, 646. R 
Alloy. Aluminum Sheet and Plate, 640. 7 Radio Spaghetti. 
atures Corrosion - Resisting Chromium - Nickel Tentative Methods of Testing Flexible 
Steels (Sheet, Strip, and Plate), 593. Varnished Tubing Used for Electrical ; 
557 Seay Bearing and Ex- Insulation, 1074. 
and Other Radio Tube Materials. 
Pitch See Electrical-Resistance and Heating 
V ater Plating. Alloys. 
See Electrodeposited Coatings. Radiographic Testing. 
Porcelain. Radiographic Testing. Report of Com- 
Yank Tentative Method of Test for Arc Resist- mittee E-7, 516. 
ance of Solid Electrical Insulating Mate- Rattler Test. 
rials, 998. Tentative Method of Test for Abrasion “tl 
Tentative Methods of Test for Dielectric Coarse Aggregate by Use of the Los 
nated Strength of Insulating Materials at Com- Angeles Machine, 803. 
mercial Power Frequencies, 1001. Tentative Specifications for Paving Brick, 
Tentative Revision of Standard Methods of 768. 
rt of Testing Electrical Porcelain, 1337. Rayon. 
Portland Cement. - Tentative Definitions and Terms Relating 
See Cement. to Textile Materials, 1193. 
Limit Tentative General Methods of Testing and 
Tolerances for Spun Rayon Yarns and 
Tentative Revision of Standard Method of Threads, 1166. 
Peb- Test for Cloud and Pour Points, 1331. Tentative Methods of Testing and Toler- 
Nom- Power Factor. ances for Yarns Spun from Wool Mixed 
lkey. Significance of Tests for Electrical Insulat- with Fibers Other than Wool, 1176. 
. 94, ing Materials. Report of Committee Textile Materials. Report of Committee 
D-9, Appendix II, 432. D-13, 455. 
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Reactivity Test. 
Tentative Method of Test for Reactivity 
of Paint Liquids, 850. 


Lead. 
Tentative Specifications for Red Lead, 827. 


Refractories. 
Refractories. 
310. 
Tentative Methods of Test for: 
Arc Resistance of Solid Electrical Insu- 
lating Materials, 998. 
Size, Warpage, and Bulk Specific Gravity 
of Refractory Brick, 791. 
True Specific Gravity of Burned Refrac- 
tory Materials, 793. 
Tentative Revisions of Standard Specifi- 
cations for: 
Fireclay Brick for Malleable Furnaces 
with Removable Bungs and for Anneal- 
ing Ovens, 1321. 
Fireclay Brick for Marine Boiler Service, 
1321. 
Fireclay Brick for Stationary Boiler 
Service, 1321. 
Refractories for the Construction of In- 
cinerators, 1321. 


Report of Committee C-8, 


_ Reid Vapor Pressure Test. 
Tentative Method of Test for Vapor Pres- 
sure of Petroleum Products (Reid 
Method), 890. 


_ Reinforcement, Concrete. 
See Concrete Reinforcement. 


Relaxation Tests. 
Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 112. 


Research, 

Annual Report of the Executive Committee, 
40. 

Boiler Feedwater Studies. Report of the 
Joint Research Committee. Published 
in ASTM BuLtetin, No. 93, August, 
1938, p. 32. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 112. 

Fatigue of Metals. 
Committee, 110. 

Organized Research. Annual Address by 

the President, Albert Easton White, 33. 
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Progress Report on Creep Tests of ‘lubular Road 
Members Subjected to Internal Pressur, See i 
prepared by F. H. Norton. Report ; Soi 
Joint Research Committee on Effect ; (Iter 
Temperature on the Properties of Metal un 
Appendix I, 118. Discussion, 120. by 

Progress Report on Study of Effect Roa‘ 
Manufacturing Variables on the Cree Cc 
Resistance of Steels, prepared by Howard Soils 
C. Cross and J. G. Lowther. Report of of 
Joint Research Committee on Effect 

Rods. 
of Temperature on the Propertie Ten\ 
Metals, Appendix V, Discussior 
171. 

Report Covering Creep Tests on 0.35 per Roofin 
cent Carbon Steel (K20) at 850 F. Under Bitu 
a Stress of 750 lb. per sq. in., prepare M 
by C. L. Clark. Report of Joint Re. 4 
search Committee on Effect of Temper. Ten 
ature on the Properties of Metals, Appen V 
dix III, 130. wWiscussion, 140. n 

Report on Long-Time Creep Test of 0.35 s 
per cent Carbon Steel (K20), prepared Ter 
by Howard C. Cross and J. G. Lowther. , 
Report of Joint Research Committee on 
Effect of Temperature on the Properties 
of Metals, Appendix II, 121. Discussion, 
129. 

Research. Report of Committee E-9, 518. ' 

Residue. 

Tentative Methods of Physical Test for Ress 
Limestone, Quicklime and Hydrated 
Lime, 762. 

i¢ 

Resins. 
See Plastics. Rub! 
Resistance Alloys. Ri 

See Electrical-Resistance and Heating 
Alloys. 

Resistivity. 
Tentative Method of Test for Temperature- T; 


Resistance Constants of Sheet Materials 
for Shunts and Precision Resistors, 724. 


Revisions. 

(Revisions of Standards and Tentative 
Standards are given in the reports of the 
standing committees responsible and are 
also indexed under the materials and 
subjects covered by them.) 

Tentative Revisions of A.S.T.M. Standards, 
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Road Materials. 

See also Aggregates; Asphalt; Concrete; 
Soils. 

(Items on road materials are also indexed 
under the materials and subjects covered 
by them.) 

Road and Paving Materials. 
Committee D-4, 403. 

Is for Engineering Purposes. 
f Committee D-18, 469. 


Rods. 
Tentative Specifications for Magnesium- 
Base Alloy Bars, Rods, and Shapes, 654. 


Roofing. 

Bituminous Waterproofing «nd Roofing 
Materials. Report of Committee D-8, 
+17. 
entative Methods of Testing Felted and 
Woven Fabrics Saturated with Bitumi- 
nous Substances for Use in Waterproofing 
ind Roofing, 983. 
entative Specifications for: 
Asphalt-Saturated Roofing Felt for Use 

in Waterproofing and in Constructing 
Built-Up Roofs, 978. 
Coal-Tar Pitch for Roofing, Damp- 
proofing and Waterproofing, 975. 
Zinc-Coated (Galvanized Iron or Steel 


Report of 


Report 


Sheets, 602. 
‘aval Stores. Report of Committee D-17, 
467. 


Tentative Method of Sampling and Grading 
Rosin, 852. 
Rubber Products. 
Rubber Products. 
D-11, 440. 
Tentative Methods of Sample Preparation 
for Physical Testing of Rubber Products, 
1099. 
Tentative Methods of Testing: 
Flat Rubber Belting, 1105. p 
Resistance to Light Checking and Crack- 
ing of Rubber Compounds, 1139. 
Rubber Hose, 1114. 
Rubber Insulated Wire and Cable, 1127. 
Sheet and Plate Materials Used in Elec- 
trical Insulation, 1046. 
entative Revision of Standard Method 
of Test for Hardness of Rubber, 1333. 
entative Revision of Standard Methods of 


Report of Committee 
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Chemical Analysis of Rubber Products, 7 
1332. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea _ ; 
Rubber Compound, 1143. 


Sampling. 


(Methods of sampling are indexed under 
the materials and subjects covered by 
them.) 


Sand. 

See also Aggregates. 

Factors Affecting the Testing of Concrete 
Aggregate Durability, by Charles E. 
Wuerpel. Report of Committee C-9, 
Appendix II, 327. Discussion, 350. 

Tentative Methods of Test for: 

Clay Lumps in Aggregates, 806. 

Sieve Analysis of Fine and Coarse Aggre- 
gates, 808. 

Soundness of Aggregates by Freezing 
and Thawing, 811. 

Unit Weight of Aggregate, 817. 

Tentative Revision of Standard Method of — 
Test for Structural Strength of Fine > 


Aggregates Using Constant - Water - 
Cement Ratio Mortars, 1325. 
Tentative Specifications for Asphalt Mastic 


for Use in Waterproofing (Asphalt 7 
Cement, Mineral Filler, Mineral Aggre-_ 
gate), 973. 
Sand-Lime Brick. 
Tentative Specifications for Sand-Lime _ 
Building Brick, 777. 


Saponification Number. 

Tentative Methods of Test for Saponifica- 
tion Number 881. 
Sea Water Corrosion. 

See Corrosion; Immersion Tests. 


Set Test. 
Tentative Methods of 
Hose, 1114. 


Sewer Pipe. 
Tentative Revision of Standard Specifica- _ 


tions for Clay Sewer Pipe, 1321. 


Testing Rubber 


Sewing Threads. 
Tentative Revision of Standard Methods 
of Testing and Tolerances for Cotton 
Sewing Threads, 1334. 
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 Shafting. 


Tentative Specifications for Normalized, 
(uenched - and - Tempered Alloy - Steel 
Forgings, 586. 


Shapes. 


Tentative Specifications for Magnesium- 
Base Alloy Bars, Rods, and Shapes, 654. 

‘Tentative Specifications for Rolled Wrought- 
Iron Shapes and Bars, 611. 


Sheeting, Cotton. 
Tentative Specifications for Bleached Wide 
Cotton Sheeting, 1159. 


Sheets. 


See also Plates. 

Field Tests of Metallic Coatings. Report 
of Subcommittee VIII, Committee A-5, 
$4. 

Report on Study of Cup Testing of Sheet 
Steel. Report of Committee E-1, 490. 

Tentative Methods of ‘Test for: 

Acetone Extraction of Phenolic Melded 
or Laminated Products, 994. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1046. 

Temperature-Resistance Constants of 
Sheet Materials for Shunts and Pre- 
cision Resistors, 724. 

Tentative Revision of Standard Specifica- 
tions for Uncoated Wrought-Iron Sheets, 
1316. 

Tentative Revision of Standard Specifica- 
tions for Zinc-Coated (Galvanized) 
Wrought-Iron Sheets, 1316. 

Tentative Specifications for: 
Aluminum-Manganese Alloy Sheet and 

Plate, 646. 
Aluminum Sheet and Plate, 640. 
Brass Sheet and Strip, 693. 
Corrosion - Resisting Chromium - Nickel 
Steels (Sheet, Strip, and Plate), 593. 
Magnesium-Base Alloy Sheet, 668. 
Zinc-Coated (Galvanized) Iron or Steel 
Sheets, 602. 

Shellac. 

Tentative Revision of Standard Methods 
of Sampling and Testing Shellac, 1330. 


Shingles. 

Bituminous Waterproofing and Roofing 
Materials. Report of Committee D-8, 
417. 
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Shrinkage Test. 
Tentative Method of Test for Shrinkag, 
Factors of Soils, 968. 


Sieves. 

Tentative Method of Test for Particle 
of Soaps and Other Detergents, 1236 

Tentative Method of Test for Sieve Ar 
sis of Fine and Coarse Aggregates, 808 

Tentative Specifications for Sieves { 
Testing Purposes (Wire Cloth Sieve 
Round-Hole and Square-Hole Ser 
and Sieves), 1289. 


Silica. 
Methods of Chemical Analysis of Portland 
Cement. Report of Working Committ 
Committee C-1, 259. 


Silicon Copper. 

Tentative Specifications for Silicon Copper, 

713. 
Silicon Steel. 

Tentative Specifications for Seamless Alloy- 
Steel Pipe for Service at Temperature 
from 750 to 1100 F., 565. 

Silk. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1193. 

Tentative Methods of Testing and Toler- 
ances for Yarns Spun from Wool Mixed 
with Fibers Other than Wool, 1176. 


Slag. 
Road and Paving Materials. 
Committee D-4, 403. 
Tentative Methods of Test for: 
Abrasion of Coarse Aggregate by Use of 
the Los Angeles Machine, 803. 
Sieve Analysis of Fine and Coarse Aggre- 
gates, 808. 
Soundness of Aggregates by Freezing and 
Thawing, 811. 
Unit Weight of Aggregate, 817. 
‘Tentative Specifications for: 
Crushed Slag for Bituminous Concrete 
Base and Surface Courses, 924. 
Crushed Slag for Bituminous Macadam 
Base and Surface Courses, 930. 
Crushed Slag for Waterbound Base and 
Surface Courses, 936. 


Slate. 
Natural Building Stones and Slate. 
of Committee C-18, 307. 
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Soaps and Detefgents. 
oaps and Detergents. 
mittee D-12, 451. 
ntative Definitions of Terms Relating 
Soaps and Detergents, 1262. 
ntative Methods of: 
Chemical Analysis of Special Detergents, 
1258. 
Chemical Analysis of Sulfonated (Sul- 
fated) Oils, 1238. 
Sampling and Chemical Analysis of Soaps 
and Soap Products, 1212. 
Test for Particle Size of Soaps and Other 
Detergents, 1236. 
entative Specifications for: 
Chip Soap, 1202. 
Milled Toilet Soap, 1208. a 
Ordinary Laundry Bar Soap, 1204. 
Powdered Laundry Soap, 1206. 
Soda Ash, 1200. 
White Floating Toilet soap, 1210. 


Soda Ash. 
Tentative Methods of Chemica! Analysis 
of Special Detergents, 1258. 
Tentative Specifications for Soda Ash, 1290. 


Report of Com- 


Sodium and Potassium Oxides. 

Methods of Chemical Analysis on Portland 
Cement. Report of Working Committee, 
Committee C-1, 259. 

Tentative Methods of Chemical Analysis 
of Portland Cement, 738. 

Tentative Methods of Sampling and Chem- 
ical Analysis of Soaps and Soap Products, 
1232. 

Soils. 
Soils for Engineering Purposes. 
Committee D-18, 469. 
entative Methods of: 
Mechanical Analysis of Soils, 953. 
Preparing Soil Samples as Received from 
the Field for Mechanical Analysis and 
the Determination of the Subgrade 
Soil Constants, 942. 

Test for Centrifuge Moisture Equivalent 
of Soils, 944. 

Test for Field Moisture Equivalent of 
Soils, 947. 

Test for Liquid Limit of Soils, 949. 

Test for Plastic Limit and Plasticity 
Index of Soils, 965. 

Test for Shrinkage Factors of Soils, 968. 


Report of 


Solder. 
Tentative Specifications for Brazing Solder, 
707. 
Solvents. 
Tentative Revisions of Standard Specifica- 
tions for: 
Butyl Propionate (90 to 93 per cent 
Grade), 1326. 
Ethyl Lactate (Synthetic), 1326. 
Normal Butyl (88 to 92 
Grade), 1326. 
Soundness. 

The Effect of — Variables on the 
Mechanical Properties of Sand-Cast 
Tension Test Specimens, by H. J. Rowe. 
Report of Committee B-7, Appendix II, 
242. 

‘Factors Affecting the Testing of Concrete 
Aggregate Durability, by Charles E. 

Wuerpel. Report of Committee C-9, 
Appendix II, 327.: Discussion, 350. 

Lime. Re port of Committee C-7, 304. 

Outline of Cooperative Studies of Auto- 
clave Tests of Portland Cement. Report 7 
of Committee C-1, Appendix A, 295. 

Proposed Method of Test for Autoclave 
Expansion of Portlant Cement, Report 
of Committee C-1, Appendix B, 297. 

Report of Cooperative Autoclave Tests of 
Portland Cement. Sponsored by Work- _ 
ing Committee, Committee C-1, on 
Volume Change and Soundness, 280. 

Suggested Methods of Sampling and Test- 

Published } 
94, October, 


ing Mortar for Unit Masonry. 
in ASTM No. 
1938, p. 40. 

Tentative Method of Test for Soundness of | 
Aggregates by Freezing and Thawing, 
811. 

Specific Gravity. 

Tentative Method of Mechanical Analysis 
of Soils, 953. 

Tentative Methods of Test for: 

Shrinkage Factors of Soils, 968. 

Size, Warpage, and Bulk Specific Gravity 7 
of Refractory Brick, 791. 

True Specific Gravity of Burned Re- — 
fractory Materials, 793. 

Tentative Revision of Standard Method of = 
Test for Gravity of Petroleum and Pe- 
troleum Products by Means of the 
Hydrometer, 1331. 
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Specifications. 
(Specifications are indexed under the 
materials and subjects covered by them.) 
Spectrographic Analysis. 
Spectrographic Analysis. 
mittee E-2, 506. 
Speed of Testing, Effect of. 
Copper and Copper-Alloy Wires for Elec- 
trical Conductors. Report of Committee 


Report of Com- 


B-1, 181. 
Methods of Testing, Report of Committee 
E-1, 481. 
Research. Report of Committee E-9, 518. 
Spiegeleisen. 
Tentative Specifications for Spiegeleisen, 
615. 


Spiral-Welded Pipe. 

Tentative Revision of Standard Specifica- 
tions for Electric-Fusion-Welded Steel 
Pipe (Sizes 8 in. to but not Including 
30 in.), 1309. 

Tentative Revision of Standard Specifica- 
tions for Electric-Fusion-Welded Steel 
Pipe (Sizes 30 in. and Over), 1309. 

Tentative Specifications for Spiral-Welded 
Steel or Iron Pipe, 557. 

Splitting Resistance Test. 
Tentative Methods of Testing Wool Felt, 
1183. 
Springs. 
Research. Report of Committee E-9, 518. 
Staining Test. 

Suggested Methods of Sampling and Test- 
ing Mortar for Unit Masonry. Pub- 
lished in ASTM BuLietin, No. 94, 
October, 1938, p. 40. 


Stainless Steel. 
See Alloy-Steel; Chromium-Nickel Alloys; 
Corrosion-Resisting Alloys. 


Standardization. 

Annual Report of the Executive Commit- 
tee, 40. 

Cement Reference Laboratory. Report of 
Subcommittee, Committee C-1, 301. 

Methods of Testing Thermometers, by 
E. F. Mueller and R. M. Wilhelm. 
Report of Committee E-1, Appendix, 493. 

Standards. Report of Committee E-10, 524. 

Summary of the Proceedings of the Forty- 
first Annual Meeting, 1. 


Supyect Inpex, Part [ 


Staybolts. 
Tentative Revision of Standard Specifica. 
tions for Staybolt Wrought Iron, Holl 
Rolled, 1317. 
Tentative Revision of Standard Specifj 
tions for Staybolt Wrought Iron, § 


1316. 
Steel. 
Chemical Analysis of Metals. Report 
Committee E-3, 508. 
Corrosion of Iron and Steel. Report 


Committee A-5, 79. 

Effect of Temperature on the Propertie 
of Metals. Report of Joint Resear 
Committee, 112. 

Exposure Tests of Plating on the Non. 
Ferrous Metals. Report of Joint Cor 
mittee, 250. 

Fatigue of Metals. 
Committee, 110. 

Field Tests of Metallic Coatings. Repo: 
of Subcommittee VIII, Committee A-5 
84. 

Iron-Chromium, Iron-Chromium- Nick 
and Related Alloys. Report of Com. 
mittee A-10. 106. 

Magnetic Properties. 
tee A-6, 100. 

Metallography. Report of Committee E-4, 
509. 

Progress Report on Creep Tests of Tubular 
Members Subjected to Internal Pressure 
prepared by F. H. Norton. Report of 
Joint Research Committee on Effect of 
‘Temperature on the Properties of Metals, 
Appendix I, 118. Discussion, 120. 

Progress Report on Study of Effects of 
Manufacturing Variables on the Creep 
Resistance of Steels, prepared by Howard 
C. Cross and J. G. Lowther. Report of 
Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix V, 149. Discussion, 171. 

Proposed Revisions in Standards for Steel. 
Report of Committee A-1, Appendix, 67. 

Report Covering Creep Tests on 0.35 pet 
cent Carbon Steel (K20) at 850 F. Under 
a Stress of 750 Ib. per sq. in., prepared by 
C. L. Clark. Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix III, 
130. Discussion, 140. 
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Report Covering Information on Steels for 
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Tubular Creep Tests and Other Test 
Work of the Joint Committee, prepared 
by H. J. Kerr, J. B. Romer, and H. D. 
Newell. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix VI, 172. 

Report of Acceptability Tests for High- 
Temperature Characteristics, prepared 
by A. E. White and C. L. Clark. Report 
of Joint Research Committee on Effect 
of Temperature on the Properties of 
Metals, Appendix IV, 142. Discussion, 
147. 

Report on Long-Time Creep Test of 0.35 
per cent Carbon Steel (K20), prepared 
by Howard C. Cross and J. G. Lowther. 
Report of Joint Research Committee on 
Effect of Teniperature on the Properties 
of Metals. Appendix II, 121. Discus- 
sion, 129. 

Report on Study of Cup Testing of Sheet 
Steel. Report of Committee E-1, 490. 

Standardization of Dimensions and Ma- 
terials of Wrought-Iron and Wrought- 
Steel Pipe and Tubing. Report of Sec- 
tional Committee, 71. 

Steel. Report of Committee A-1, 60. 

Tentative Grain Size Chart for Classifica- 
tion of Steels, 1296. 

Tentative Methods of Test for: 

Bend Testing for Ductility of Metals, 
1298. 

Long-Time (Creep) High-Temperature 
Tension Tests of Metallic Materials, 
1301. 

Measuring Interlamination Resistance of 
Steel, 631. 

Uniformity of Coating by the Copper 
Sulfate Dip Test (Preece Test) on 
Zinc-Coated (Hot-Galvanized) Steel 
Castings and Forgings, Gray-Iron and 
Malleable-Iron Castings, 608. 

Tentative Revisions of Standard Specifica- 

tions for: 

Alloy-Steel Bolting Material for High- 
Temperature Service, 1311. 

Alloy-Steel Castings for Valves, Flanges, 
and Fittings for Service at Tempera- 
tures from 750 to 1100 F., 1310. 

Axle-Steel Concrete Reinforcement Bars, 

1310. 


Billet-Steel Concrete Reinforcement Bars, 
1310. 

Electric-Fusion-Welded Steel Pipe (Sizes 
8 in. to but not Including 30 in.), 1309. 

Electric-Fusion-Welded Steel Pipe (Sizes 
30 in. and Over), 1309. 

Forged or Rolled Alloy-Steel Pipe Flanges, 
Forged Fittings, and Valves and Parts 
for Service at Temperatures from 750 
to 1100 F., 1313. 

Forged or Rolled Steel Pipe Flanges for 
High-Temperature Service, 1313. 

Iron and Steel Chain, 1315. 

Lap-Welded and Seamless Steel Pipe for 
High-Temperature Service, 1310. 

Tentative Specifications for: 

Carbon and Alloy-Steel Nuts for Bolts 
for High-Pressure and High-Tempera- 
ture Service to 1100 F., 560. 

Corrosion - Resisting Chromium - Nickel 
Steels (Sheet, Strip, and Plate), 593. 

Lap-Welded and Seamless Steel and Lap- 
Welded Iron Boiler Tubes, 531. 

Medium-Carbon Seamless Steel Boiler 
and Superheater Tubes, 543. 

Normalized Quenched - and - Tempered 
Alloy-Steel Forgings, 586. 

Seamless Alloy-Steel Pipe for Service at 
Temperatures from 750 to 1100 F., 565. 
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Seamless Carbon-Molybdenum Alloy- 
Steel Boiler and Superheater Tubes, 
550. 

Seamless Carbon-Molybdenum Alloy- 


Steel Pipe for Service at Temperatures 
from 750 to 1000 F., 576. 

Seamless Steel Boiler Tubes for High- 
Pressure Service, 537. 

Spiral-Welded Steel or Iron Pipe, 557. 

Zinc-Coated (Galvanized) Iron or Steel 
Sheets, 602. 

Stiffness Test. 

Proposed Method of ‘Testing Cathode 
Sleeves and Cathode Tubing. Report of 
Committee B-4, Appendix, 220. 

Stoddard Solvent. 

Tentative Specifications for Stoddard Sol- 

vent, 859. 
Stone. 

Factors Affecting the Testing of Concrete 
Aggregate Durability, by Charles E. 
Wuerpel. Report of Committee C-9, 

Appendix II, 327. Discussion, 350. 
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Natural Building Stones and Slate. Report 
of Committee C-18, 370. 
Road and Paving Materials. 
Committee D-4, 403. 
Tentative Methods of Test for: 
Abrasion of Coarse Aggregate by Use of 
the Los Angeles Machine, 803. 
Sieve Analysis of Fine and Coarse Aggre- 
gates, 808. 
Soundness of Aggregates by Freezing and 
Thawing, 811. 
Unit Weight of Aggregate, 817. 
Tentative Revisions of Standard Specifica- 


Report of 


tions for: 

Block for Durax Granite Pavements, 
1331. 

Block for Granite Block Pavements, 
1330. 


Block for Recut Granite Block Pave- 

ments, 1330. 
Tentative Specifications for: 

Crushed Stone for Bituminous Concrete 
Base and Surface Courses, 927. 

Crushed Stone for Bituminous Macadam 
Base and Surface Courses, 933. 

Crushed Stone for Waterbound Base and 
Surface Courses, 939. 


Strain Test. 
Tentative Specifications for Copper and 
Copper-Alloy Seamless Condenser Tubes 

and Ferrule Stock, 702. 


$tress-Strain Characteristics. 


Stress-Strain Characteristics of Mortars and 


Concretes, by H. J. Gilkey and Glenn 
Murphy. Report of Committee C-9, 
Appendix I, 318. Discussion, 326. 


Strip. 
Report on Study of Cup Testing of Sheet 
Steel, Report of Committee E-1, 490. 
Tentative Specifications for Brass Sheet 
and Strip, 693. 


> Tentative Specifications for Corrosion- 
Resisting Chromium-Nickel Steels (Sheet, 

Strip, and Plate), 593. 7: 

Structural Clay Tile. 


‘See Tile. 
Structural Light Alloys, 


Tentative Specifications for Magnesium- 
Base Allov Bars, Rods, and Shapes, 654. 
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Tentative Specifications for Magnesium. 


Base Alloy Forgings, 658. 7 | 
Structural Wrought Iron. — 


Tentative Specifications for Rolled Wrought. 
Iron Shapes and Bars, 611. 


Sugar Test. 

Proposed Method for Determination of 
Available Lime in High-Calcium Quick 
lime and Hydrated Lime by the Ray 
Sugar Test. Report of Committee C 
Appendix III, 309. 


Sulfate Ion Test. 
Tentative Method for Determination of th 
Sulfate Ion in Industrial Waters, 1287. 


Sulfonated Oils. 
Tentative Methods of Chemical Anal 
of Sulfonated (Sulfated) Oils, 1238. 


Summary of Proceedings. 
Summary of the Proceedings of the Forty- 
first Annual Meeting, 1. 


Superheater Tubes. 
Tentative Specifications for: 

Lap-Welded and Seamless Steel and Lap- 
Welded Iron Boiler Tubes, 531. 

Medium-Carbon Seamless Steel Boiler 
and Superheater Tubes, 543. 

Seamless Carbon-Molybdenum Alloy- 
Steel Boiler and Superheater Tubes, 
550. 

Seamless Steel Boiler Tubes for High- 
Pressure Service, 537. 


Suspended Level Viscosimeter. 
Tentative Methods of Test for Kinematic 
Viscosity, 900. 


T 
Tape. 
See also Rubber Products; Textile Mate- 
rials. 


Tentative Methods of Test for Dielectric 
Strength of Insulating Materials at Com- 
mercial Power Frequencies, 1001. 

Tentative Methods of Testing Varnished 
Cloths and Varnished Cloth Tapes Used 
in Electrical Insulation, 1061. 

Tentative Specifications for Insulated Wire 
and Cable: Class AO, 30 per cent Hevea 
Rubber Compound, 1143. 
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Tar. 
Road and Paving Materials. 
Committee D-4, 403. 


Tentative Specifications for Tar, 921. 


Report of 


tar Acids Test. 
Tentative Method of Test for Tar Acids in 
Creosote and Creosote - Coal Tar Solu- 

tions, 909. 


Tear Test. 
Tentative Methods of Testing Untreated 
Paper Used in Electrical Insulation, 1015. 


Temperature, Effect of. 

Effect of Temperature on the Properties of 
Metals. Report of Joint Research Com- 
mittee, 112. 

Electrical - Heating, Electrical - Resistance 
and Electric-Furnace Alloys. Report of 
Committee B-4, 214. 

Progress Report on Creep Tests of Tubular 
Members Subjected to Internal Pressure, 
prepared by F. H. Norton. Report of 
Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix I, 118. Discussion, 120. 

Progress Report on Study of Effects of 
Manufacturing Variables on the Creep 
Resistance of Steels, prepared by Howard 
C. Cross and J. G. Lowther. Report of 
Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix V, 149. Discussion, 171. 

Report Covering Creep Tests on 0.35 per 

ent Carbon Steel (K20) at 850 F. Under 

a Stress of 750 lb. per sq. in., prepared by 
C. L. Clark. Report of Joint Research 
Committee on Effect of Temperature on 
the Properties of Metals, Appendix III, 
130. Discussion, 140. 

Report Covering Information on Steels for 
Tubular Creep Tests and Other Test 
Work of the Joint Committee, prepared 
by H. J. Kerr, J. B. Romer, and H. D. 
Newell. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
Properties of Metals, Appendix VI, 172. 

Report on Acceptability Tests for High- 
Temperature Characteristics, prepared 
by A. E. White and C. L. Clark. Report 
of Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix IV, 142. Discussion, 147. 


q 


1377 


Report on Long-Time Creep Test of 0.35 
per cent Carbon Steel (K20), prepared by 
Howard C. Cross and J. G. Lowther. Re- 
port of Joint Research Committee on 
Effect of Temperature on the Properties 
of Metals, Appendix II, 121. Discus- 
sion, 129. 

Tentative Method of Test for Long-Time 
(Creep) High-Temperature ‘Tension 
Tests of Metallic Materials, 1301. 

Tentative Method of Test for Temperature- 
Resistance Constants of Sheet Materials 
for Shunts and Precision Resistors, 724. 


Tension Testing. 

The Effect of Foundry Variables on the _ 
Mechanical Properties of Sand-Cast Ten- : 
sion Test Specimens, by H. J. Rowe. Re- 
port of Committee B-7, Appendix IT, 242. 

Significance of Tests of Electrical Insulating 
Materials. Report of Committee D-9, 

Appendix II, 432. 

Tentative Methods of Sample Preparation 
for Physical Testing of Rubber Products, 
1099. 

Tentative Methods of Testing: oe 
Flat Rubber Belting, 1105. 

Laminated Tubes Used in Electrical In- 7 
sulation, 1009. 

Long-Time (Creep) High-Temperature 
Tension Tests of Metallic Materials, 
1301. 

Rubber Hose, 1114. 

Rubber Insulated Wire and Cable, 1127. 

Sheet and Plate Materials Used in Elec- 
trical Insulation, 1046. 

Untreated Paper Used in Electrical In- 
sulation, 1015. 

Varnished Cloths and Varnished Cloth | 7 
Tapes Used in Electrical Insulation, 

1061. 


Tentative Revisions. 

(Revisions of Standards and ‘Tentative 
Standards are given in the reports of the 
standing committees responsible and are 
also indexed under the materials and 7 
subjects covered by them.) ; 

Tentative Revisions of A.S.T.M. Stand- 
ards, 1309. 


Terry Toweling. 


Tentative Specifications for T erry (Turk- 
ish) Toweling, 1161. 
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Testing Apparatus. 

See also Testing, Physical Methods of. 

Fatigue of Metals. Report of the Research 
Committee, 110. 

Methods of Testing Thermometers, by E. 
F. Mueller and R. M. Wilhelm. Report 
of Committee E-1, Appendix, 493. 

Proposed Method of Test for Ignition Qual- 
ity of Diesel Fuels. Report of Commit- 
tee D-2, Appendix I, 392. 


Testing, Physical Methods of. 

(Methods of analysis, sampling, testing, 
etc., and revisions thereof, are also in- 
dexed under the materials and subjects 
covered by them.) 

Methods of Testing. Report of Committee 
E-1, 481. 

Methods of Testing Thermometers, by E. 
F. Mueller and R. M. Wilhelm. Report 
of Committee E-1, Appendix, 493. 

Proposed Method of Test for Autoclave Ex- 
pansion of Portland Cement. Report of 
Committee C-1, Appendix B, 297. 

Report on Study of Cup Testing of Sheet 
Steel. Report of Committee E-1, 490. 

Tentative Method of: 

Bend Testing for Ductility of Metals, 
1298. 

Test for Abrasion of Coarse Aggregate by 
Use of the Los Angeles Machine, 803. 

Test for Long-Time (Creep) High-Tem- 
perature Tension Tests of Metallic 
Materials, 130i. 


Textile Materials. 

Proposed Revisions in Standards for Textile 
Materials. Report of Committee D-13, 
Appendix, 465. 

Tentative Definitions and Terms Relating 
to Textile Materials, 1193. 

Tentative General Methods of Testing and 
Tolerances for Spun Rayon Yarns and 
Threads, 1166. 

Tentative Methods of Testing: 
and Tolerances for Yarns Spun from 

Wool Mixed with Fibers Other than 
Wool, 1176. 
Fastness of Colored Textile Fabrics to 
Light, 1163. 
Felted and Woven Fabrics Saturated 
with Bituminous Substances for Use in 
Waterproofing and Roofing, 983. 


SUBJECT INDEX, Part I 


Fiber Length of Wool, 1173. 

Flexible Varnished Tubing Used for 
trical Insulation, 1074. 

Pile Floor Covering, 1188. 

Varnished Cloths and Varnished (1 
Tapes Used in Electrical Insulatio, 
1061. 

Wool Felt, 1183. 

Tentative Revisions of Standards: 
General Methods of Testing and Tole, 
ances for Cotton Yarns and Thre 

1333. 

General Methods of Testing Woven 7; 
tile Fabrics, 1336. 

Methods of Testing and Tolerances fo; 
Cotton Sewing Threads, 1334. 

Specifications and Methods of Test fo; 
Cotton Goods for Rubber and Pyr 
ylin Coating, 1334. 

Specifications for Textile Testing M 
chines, 1333. 

Tentative Specifications for: 

Asphalt-Saturated Roofing Felt for U 
in Waterproofing and in Constructing 
Built-Up Roofs, 978. 

Bleached Wide Cotton Sheeting, 1159. 

Single-Ply Bleached Cotton Broadclot 
1157. 

Terry (Turkish) Toweling, 1161. 

Woven Cotton Fabrics Saturated wit 
Bituminous Substances for Use it 
Waterproofing, 980. 

Textile Materials. Report of Committe 

D-13, 455. 


Thawing Tests. 
See Freezing-and-Thawing Tests. 


Thermal Shock Test. 

Tentative Method of Testing Pin-Type, 

Lime Glass Insulators, 1037. 
Thermometers, A.S.T.M. 

Air-chamber thermometer, ‘Tentative 
Method of Test for Vapor Pressure of 
Petroleum Products (Reid Method), 892. 

Kinematic viscosity test thermometer, Tes- 
tative Method of Test for Kinematic 
Viscosity, 902. 

Methods of Testing. Report of Committee 
E-1, 481. 

Methods of Testing Thermometers, by F. 
F. Mueller and R. M. Wilhelm. Report 
of Committee E-1, Appendix, 493. 
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Titer test thermometer for analysis of soap, 
Tentative Methods of Sampling and 
Chemical Analysis of Soap and Soap 
Products, 1225. 

Water-bath thermometer, Tentative 
Method of Test for Vapor Pressure of 
Petroleum Products (Reid Method), 892. 


Thermostatic Metals. 
Electrical - Heating, Electrical - Resistance 
and Electric-Furnace Alloys. Report of 
Committee B-4, 214. 


Thickness. 
Tentative Methods of Testing: 

Pin-Type, Lime Glass Insulators, 1037. 

Untreated Paper Used in Electrical In- 
sulation, 1015. 

Wool Felt, 1183. 

‘entative Specifications for Insulated Wire 

and Cable: Class AO, 30 per cent Hevea 

Rubber Compound, 1143. 


Thread. 
Tentative General Methods of Testing and 
Tolerances for Spun Rayon Yarns and 
Threads, 1166. 


Tile. 
Manufactured Masonry Units. 
Committee C-15, 359. 
Tentative Method of Test for Size, Warp- 
age, and Bulk Specific Gravity of Re- 
fractory Brick, 791. 
‘entative Revision of Standard Specifica- 
tions for Structural Clay Floor Tile, 1325. 
‘entative Revision of Standard Specifica- 
tions for Structural Clay Non-Load- 
Bearing Tile, 1324. 
Tentative Specifications for Structural Clay 
Load-Bearing Wall Tile, 779. 


Report of 


Timber. 


Timber. Report of Committee D-7, 414. 


Timber Preservatives. 

Tentative Method of Test for Tar Acids in 
Creosote and Creosote - Coal Tar Solu- 
tions, 909. 

‘entative Revision of Standard Definitions 
of Terms Relating to Timber Preserva- 
tives, 1343, 

Tin. 

Atmospheric Corrosion of Non-Ferrous 

Metals and Alloys. Report of Subcom- 


mittee VI, Committee B-3, 194. Electrical Insulation, 1074. 


Tentative Methods of Test for: 

Dielectric Strength of Insulating Mate- 
rials at Commercial 
quencies, 1001. 

Kinematic Viscosity, 900. 

Saponification Number, 881. 

Tentative Revision of Standard Methods of 

Testing Electrical Insulating Oils, 1337. 


Power Fre- 
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Tentative Specifications for Phosphor Tin, 
709. 
Titanium Pigments. 7 
Tentative Specifications for Titanium Di- 
oxide Pigments, 829. 
Toweling. 
Tentative Specifications for Terry (Turk- 
ish) Toweling, 1161. 
Transformer Oils. 
Transverse Testing. 
See Flexure Testing. 
Trolley Wire. 
Copper and Copper-Alloy Wires for Elec- 
trical Conductors. Report of Committee 
B-1, 181. 


Tubes. 
See also Pipe and Piping Materials. 
Field Tests of Metallic Coatings. Report 

of Subcommittee VIII, Committee A-5, 
84. 

Progress Report on Creep Tests of Tubular 
Members Subjected to Internal Pressure, 
prepared by F. H. Norton. Report of 
Joint Research Committee on Effect of 
Temperature on the Properties of Metals, 
Appendix I, 118. Discussion, 120. 

Proposed Method of Testing Cathode 
Sleeves and Cathode Tubing. Report of 
Committee B-4, Appendix, 220. 

Report Covering Information on Steels for 
Tubular Creep Tests and Other Test 
Work of the Joint Committee, prepared 
by H. J. Kerr, J. B. Romer, and H. D. 
Newell. Report of Joint Research Com- 
mittee on Effect of Temperature on the 
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‘Wire (Continued) 
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